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VALENCIAICY CELERY, 


We’ve got more bikes in stock & 
ready to ride than any shop in SF 
MANY ON SALE! 








TUNE UP SPECIAL 
20% OFF PARTS! 
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YOUR LOCAL 
SMALL BUSINESSES. 


“San Francisco is already too expensive. 
The last thing we need is a tax on our 
groceries and on my customers.” 


LUCKY PORK MARKET, MISSION DISTRICT 





“This isn’t just a tax on sodas 
anything in our restaurant could 


be increased to recoup the cost.” 


Soledad “Sally” Marquez 
GRANDMA'S DEL! AND CAFE 


SOUTH OF MARKET 


TUESDAY, NOV. 8! 
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“Prop. V is a grocery tax that will 
make it harder to keep our doors 
open and provide affordable 
groceries for my customers.” 
Alejandro Del Rio 
EL AHORRO MARKET 
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“If Prop. V passes, I will be forced 
to tax my boba drinks and other 
items I sell in my store,” 

Mary Nguyen 


TRT CAFE 
CHINATOWN 


Do the research yourself at: 
SFGrocery TaxFacts.org 
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Don't tax our groceries! 
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Ci NOTES FROM THE INTERSECTION 





There’s a lot of very serious 
stuff in the news: Native Americans 
are facing brutal attacks in North 
Dakota as they demonstrate against 
the building of the Dakota Access Oil 
Pipeline, which threatens to poison 
their water supply. Tax experts have 
told The New York Times that, for 
years, the Republican presidential 
nominee stretched tax loopholes “be- 
yond any recognition,’ and despite 
having also bragged about sexually 
assaulting women, he still has some 
chance of actually becoming the na- 
tion’s commander-in-chief. 

In addition, November is also 
Transgender Awareness Month, 
which, for some of us, has too often 
become solely a meditation on the 
discrimination, misunderstanding, 
and often-fatal attacks that trans- 
gender people face every day in the 





United States and around the world. 

For those of us at SF Weekly, it’s 
important to acknowledge Trans 
Awareness Month because we believe 
that too few people — yes, even 
those of us who are gay, lesbian, 
or bisexual — have really educated 
ourselves enough about the specific 
issues that trans folks face. 

As Americans, it’s a great time to 
remember (or read up on) William 
Dorsey Swann and how his group 
of cross-dressing “inverts” shook 
up our nation’s capital in the 1880s 
(because they were gay and trans- 
gender activists before the words 
“gay” and “transgender” even became 
identities). As San Franciscans, it’s 
also time to remember (or learn 
about) Gene Compton’s Cafeteria 
Riot of 1966, one of the country’s 
first transgender-led uprisings, in 
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BEST PLAY 
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DIRECTED BY 
BEN RANDLE 
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NOV 11 - DEC 18, 2016 
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Celebrating Trans Lives 
And Cartoons! 


which trans folks in the Tenderloin 
fought back against mistreatment 

by the police, three years before the 
better-known Stonewall Riots of New 
York City. 

But it’s also time to celebrate the 
trans folks who are alive and kicking 
today, and to acknowledge that their 
lives can be inspiring and joyful and 
funny. To help do that, SF Weekly is 
proud to announce, we have become 
the first print newspaper to feature 
a weekly contribution by Kylie Sum- 
mer Wu, whose popular online comic 
“Trans Girl Next Door” has won her 
numerous laurels. 

Wu was featured in last year’s 
Trans 100 — a list of notable people 
“working on trans issues in the Unit- 
ed States and having a positive im- 
pact” — as well as in Elite Daily’s list 
of 10 most influential trans millen- 








nials, an honor that she shared with 
Laverne Cox and Janet Mock. 

When asked for a quote about her 
new cartoon, the West Los Angeles 
resident tells me, “Kylie makes week- 
ly comics about her life as a trans 
woman. She also lives her life as a cat 
lady, but she doesn’t have any cats. 
Salsa is better than guac.” 

In addition to Kylie Wu, SF Weekly 
will also be featuring two other new 
(nontransgender) cartoons that appear 
in no other newspaper. Each week, Jay 
Duret, a San Francisco-based artist and 
writer, will now transmute our nation’s 
sad politics into hilarity with “The 
Week in Review.” 

“Jay Duret sticks it to the man with 
a sharp stick and then twists,” he says. 

Last but not least, Brandon 
Sheffield, a game developer from 
Oakland, and Dami Lee, an artist and 


* Trans Girl Next Door 
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editor from Brooklyn, will honor our 
pages with their amazing “Hot Com- 
ics for Cool People.” 

“We like to make comics about 
humans in predicaments, drawing on 
our extensive experience of being big 
dumbos,” they say. “Anticipate us!!!” 

Dear readers, I hope you enjoy 
them all as much as we do. 


Sincerely, 
Channing Joseph 


cjoseph@sfweekly.com | @cgjoseph 


“Notes From the Intersection’ is a 
column by SF Weekly’s editor, who 
lives at the intersection of cisgender 
ally, cartoon-lover, and many other 
identities. 
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INSIDE THE CANNABIS CLASSROOM 


Max Simon's 
Fight Brings 
Cannabis Into 
The Mainstream 


Like many key figures in the 
cannabis industry, Max Simon was a user 
long before he made his name profession- 
ally as the CEO of Green Flower Media. In 
fact, Simon credits cannabis with helping 
him survive high school, where he strug- 
gled as a result of severe ADHD. 

“T never realized I was using it medici- 
nally,” Simon explains. 


— GUEST LIST 
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IN NOVEMBER! 
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It was while working for vaunted New 
Age guru Deepak Chopra that he first 
saw the correlation between the stigmas 
associated with yoga and meditation and 
those facing the cannabis sector. Simon 
built Chopra’s vast products business 
from scratch, tending to facets ranging 
from website work to newsletter strat- 
egies to general branding. Back then, 
yoga and meditation were viewed with 
skepticism similar to what the cannabis 
industry is now facing. 

“At the time, they were considered 
things only people on the fringe did,” 
he says. “It was a landscape that has an 
uncanny similarity to where cannabis is 
today. Here we are, a decade later, and 
there are yoga studios on every corner. 
Meditation is universally hailed as a 
good thing for people. It’s become main- 
stream.” 

With Green Flower Media, Simon 
now wants to usher cannabis into the 
mainstream as well. 

Built around weekly videos that 
address a variety of topics in the canna- 
bis sector — everything from organic 
indoor cultivation to unlocking creativity 
— Green Flower Media solicits experts 
across the industry to share their knowl- 
edge for public consumption. While a 
subscription service is in the works, 
the current format allows for users to 
purchase individual videos or participate 
in what Simon calls “Masterclasses” — 
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multimodule courses built around a 
single subject that delve deep into the 
specifics. Green Flower’s first such class, 
“Cannabis as Medicine,’ features upward 
of 75 individual modules, and Simon 
explains that the company currently has 
65,000 students tuning in on a weekly 
basis. 

One reason for the stigmas sur- 
rounding cannabis is the outdated and 
inaccurate archetypes that popular cul- 
ture has promoted. As long as the public 
continues to view cannabis consumers as 
either unmotivated stoners or “far-out” 
hippies, they fail to see that many of the 
best minds in science, medicine, and so- 
cial justice are opting to lend their exper- 
tise to the field. Simon’s desire to thwart 
this stigma is reflected in the compelling 
roster of talent fea- 
tured in Green Flower’s 
videos. 

Designed to speak 
specifically to three 
verticals within the 
industry — health, busi- 
ness, and DIY — Simon 
has welcomed canna- 
bis-focused doctors like 
Jessica and Rachel Knox, 
entrepreneurs like Steve 
DeAngelo of Harborside 
Health Center, and cre- 
ative figures like Robyn 
Griggs Lawrence, author 
of The Cannabis Kitchen 
Cookbook. 

“We've been selec- 
tively finding who we 
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consider to be the world’s best experts 
in each vertical,” Simon says. “It allows 
us to produce really solid education in all 
three spaces.” 

One concern in Simon's concept is 
the closed-circuit nature of a cannabis 
education venture. With Green Flower 
Media, how many among their 65,000 
customers are already cannabis con- 
verts? Assuredly, those most in need of 
the content Green Flower is providing 
are perhaps the least likely to seek it 
out or even be aware of the company’s 
existence. Simon believes that the na- 
tionwide movement toward state legal- 
ization is the key to bringing in a wider 
audience. 

“We're seeing tremendous interest 
from institutional education and from 
more mainstream outlets 
for the content we're de- 
livering,’ Simon notes. “To 
us, it’s just a matter of who 
comes forward and how we 
can make it work.” 

Another point of in- 
terest is the connection 
between cannabis and 
activism. Education as a 

platform is often expected 
to be objective, but anyone 
who meets Simon can 
clearly see he wants canna- 
bis to be assimilated into 
the mainstream, just as 
yoga was years ago. For Si- 
mon, the key is in choosing 
his battles. 


=, “It’s actually a different 


mindset,” he explains. “If we’re pro- 
ducing a class on how to grow organic 
cannabis, that’s not the venue for a big 
activist push.” 

Simon cites as an example a recent of- 
fer he made to the Drug Policy Alliance, 
the leading advocacy group in favor of 
changing drug laws across the spectrum. 

“I told them that we'd love to doa 
partnership with them that’s purely 
about legalizing cannabis. We want to do 
a live-stream broadcast. We won't charge 
anybody anything for it — 100 percent 
of the proceeds will go to DPA. That’s a 
pure activism play.” 

As the cannabis industry readies for 
the potential seismic shift that would 
come if California votes for marijuana 
legalization this month, the need for ed- 
ucation amongst non-users and especial- 
ly skeptics has never been higher. While 
many have rightly given themselves to 
the pursuit of better technology, safer 
growing techniques, environmental as- 
sessments, and so forth, it may ultimate- 
ly be the work of those like Simon that 
yield the largest impact in the struggle to 
destigmatize cannabis. 

The results thus far are encouraging. 

“We started Green Flower to solve 
this incredible core problem of a world 
that’s waking up to cannabis and doesn’t 
know anything about it,” Simon adds. 
“Now a global population hungry for 
credible education and information has 
the world’s top cannabis experts right at 
their fingertips.” 


feedback@SFWeekly.com 
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EDITOR'S NOTE NEWS 


AMPLIFIED FEELS 


Grooving on 
Other People's 
Property 


By Brontez Purnell 


Sometimes when I think “Bay 
Area” or “San Francisco,’ my mind auto- 
matically is transported to the romantic 
and not-so-distant era of free love and 
communal everything. This is, of course, 
not in line with anything going on these 
days. But sometimes, when I’m did- 
dy-bopping down the street, it does puta 
certain pep in my step for me to think of 
myself as a latter-day hippie, beatnik, or 
psychedelic aficionado who is coasting on 
the groovy, groovy vibes of this hallowed 
landmass. But, I admit, I’m closer to the 
dream than most. 

Upon first arriving here, I livedina 
warehouse with 20-plus kids sprinkled 
with a revolving door of couch crashers, 
bands on tour, drug dealers, and mid- 
night philosophers. Though annoying 
at times, it kept rent 
cheap and made it so I 
could go to school and 
play in bands. Living in 
the oh-so-expensive Bay 
makes things like other 
people a valuable com- 
modity that is crucial 
to survival. On the flip 
side are things like, say, needing to go 
to the bathroom in your own house and 
having to wait for your four roommates 
in front of you, or your increasingly 
long list of missing LPs that a roomie 
borrowed, or the inevitable blowout 
over your missing food. Other people 
are heaven, or hell, and the cold part is 
you still need these assholes. The main 
things I learned from these experiences 
are that finding adequate housing will 
forever be a bitch in the Bay, and every- 
body is fucking everybody else. 

My life has certainly calmed down 
from my first days here — I only have 
four roommates now — but I was sur- 
prised at how this past week, old lessons 
were going to snake around and bite me 
in the ass. 

At the end of my block is a house 
that had been flipped and turned into an 
annoyingly modern palace (smack-dab 
under the freeway) that had been vacant 
for a year because I’m sure they were 
asking a gross-ass amount of money for 
it. On a way to a neighbor's barbecue, I 
noticed that the bottom-floor windows 
had been smashed out and the police 
were there talking to the apparent own- 
ers. Later, at the barbecue, my neighbor 
explained to me that the house had been 
taken over by “squatters,” and I rolled 
my eyes. 





Whenever I hear the word “squatter,” 
I always think of some white crusty 
punk from Portland. But even later into 
the barbecue, I saw the two “squatters” 
as they walked into the apartment up- 
stairs. 

I gasped a little. They were two 
young black women (wearing Forever 21 
clothes and hair weaves down to their 
asses) walking into the yard next door. 

According to the host of the barbe- 
cue, the owner of that house had called 
them and said that squatters had busted 
in and were living there rent-free. | 
mean, yeah, they're squatting, but with 
a housing shortage and high rents that 
price out young people, some part of me 
was rooting for those young girls, I can’t 
lie. Plus, something about the sheer au- 
dacity of occupying an 
abandoned space and 
saying, “This is mine” 
— they had balls. [had 
been in Europe the 
month before at a Ger- 
man squat. There was a 
long period there where 
kids could take over 
abandoned houses, petition the govern- 
ment to own them, and then live there 
legally. Here in America, these girls are 
probably just seen as criminals, and this 
saddens my heart. But there was more 
sadness to come. 

Upon leaving the barbecue (just one 
more block up), I was supposed to meet 
up with a fuck buddy who I was seeing 
less and less of these days because his 
boyfriend had moved in. 

This had given me more time to con- 
centrate on my five other fuck buddies, 
but I still felt a little stiffed. In true Bay 
Area polyamory style, it was suggested 
that I should meet my fuck buddy’s 
boyfriend, have a “hug session,” and, 
like, read a chapter of The Ethical Slut 
together. 

At first, I was like, “What the fuck is 
a hug session?” but then stopped short. 
I was pretty fucking sure it was exactly 
what it sounded like. Ew! Now, I’m not 
one to talk shit a lot, but I don’t really 
like The Ethical Slut that much — I have 
always felt it is the type of book that 
creepy college seniors give to their col- 
lege freshman partners in an attempt 
to lure them into threeways, and also, I 
stop just short of communal romance. 
Communal housing is fine, but there’s 
some part of me that always looks at the 
primary partner and thinks, “We ain't 
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Courtesy of Brontez Purnell 


friends, I’m just fucking your boyfriend.” 
I mean, the beauty of being the side 
piece, I think, is not having to process 
feelings all the time. I didn’t want that 
taken away. I looked up at the window of 
the boys’ place and thought, “I can’t do 
this.” I turned and walked home. 

I was thinking about my block and 
how there was like a shortage of avail- 
able houses and sometimes a shortage 
of available bodies. Why were the two 
feeling tied together to me all of a sud- 
den? Why was I so sad about this? 

Two days later, I see the police 
around the house again, and the poor 
girls are definitely getting kicked out, 
but there was a strange twist — it turns 
out they didn’t know they were squat- 
ting. 

My neighbor was told by the building 
manager of the squatted apartment that 
some Craigslist scam artist had drawn 
up a fake lease and that the scammer 
was the one who broke into the house, 
changed the locks, and fake rented the 
apartment to the girls. The girls had 
given him $2,000 in deposit money that 
they would never get back. Now, they 
were even farther in the hole and had 
no place to live. I wanted the scammer 
to rot in hell, and I wanted the building 
owner to do something completely un- 
likely, like let those girls stay. It didn't 
happen. 

I still see less and less of my old fuck 
buddy and mostly just wish him and 
the boyfriend luck. I started in on a new 
fuck buddy who lived just two blocks 
past my old one, but then I noticed 
when I went to spend the night at his 
house that by his bed was a copy of The 
Ethical Slut and I had half a notion to 
leave but then just stuck it out. I was 
in bed with him trying to tie it all to- 
gether, like how our relation to access 
and resources (be it housing or actual 
bodies) turns us all into these desperate 
animals. But I guess everyone already 
knows that, so I just turned over and 
went to sleep. 


Brontez Purnell has been publishing, per- 
forming, and curating in the Bay Area for 
more than 10 years. He is the author of 
Johnny Would You Love Me... (If My 
Dick Were Bigger)? (Rudos and Rubes, 
2015). Follow him on Twitter at 
@youngerlovers and on Instagram at 
@brontezpurnell. 
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seco 
A medical supply tent =| midwives 
at the Standing Rock demonstration. 


Standing With 
Standing Rock 


Whether we can travel to 
North Dakota or not, privileged 
Americans must learn from 
Native people's efforts 

to stop the Dakota Access 
Pipeline. 


By Tatyana Brown 


By now, many of us in the Bay 
Area have either “checked in” on Facebook 
at the Standing Rock Indian Reservation or 
know people who have, despite never hav- 
ing set foot in North Dakota. 

Over Halloween weekend, more than 
1.3 million people across the world took 
a moment to express their solidarity 
with the estimated 7,000 demonstrators 
from all walks of life temporarily living 
on the reservation and adjoining lands 
as part of the demonstrations led by the 
Standing Rock Sioux Tribe to prevent the 
construction of the North Dakota Access 
Pipeline. Even though attention from 
major news sources has been minimal at 
best, social media has allowed citizens 
from the Bay to keep their eyes on the 
escalating violence used by the pipeline’s 
construction security, the local police, 
and the National Guard. 

Since their inception in April 2016, 
the camps have grown in number, and 
those of us at home have witnessed live- 
streams of attack dogs, pepper spray, 
beatings, and mass arrests of the peace- 
ful self-proclaimed “water protectors” 

(a term coined by Standing Rock leader, 
Dallas Goldtooth, to capture the pur- 
pose of these demonstrations: protect 
the land and the people above all). Last 
Thursday, more than 100,000 people 
tuned into live feeds and watched police 
from seven states arrest 140-plus people 
as they raided Standing Rock’s Frontline 
Camp — an expansion built to immedi- 
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Nicole Gonzales 


ately block the pipeline’s progress. 

Justifying their actions by calling 
the demonstration “trespassing” (on 
land that the Sioux claim from the 1851 
Treaty of Fort Laramie), the militarized 
police force used bean bag guns, billy 
clubs, and sound cannons to brutalize 
the unarmed water protectors. 

According to Carolina Reyes, a mid- 
wife and volunteer medic at Standing 
Rock during the confrontation, the at- 
tacks included the deliberate destruction 
of medical outposts at the Frontline 
camp. Two medics who were treating 
water protectors were arrested, and two 
more were violently attacked despite be- 
ing clearly marked as volunteer first aid 
providers. These acts by the police and 
National Guard are especially disturbing 
since the attack of medical professionals 
and the destruction of medical supplies 
is internationally recognized as a war 
crime. While this treatment may be hor- 
rifying to most U.S. citizens, it is simply 
what Native peoples have come to expect 
from our government. 

There is a historic context for the 
relationship between the pipeline and 
Standing Rock. Indigenous Americans 
have experienced the same pattern of 
exploitation and betrayal for centuries 
— with the U.S. government signing 
treaties and then reneging on them as 
soon as it was beneficial, often violently. 
In the case of Standing Rock, Native 
needs have clearly been made a lower 
priority by both private and government 
officials. When the original plans for the 
pipeline looked as though they would 
compromise the municipal water supply 
of Bismarck, North Dakota, which has 
a population that is 90 percent White, 
public concern caused the Dakota Ac- 
cess Corps of Engineers to reroute their 
plans. But moving the pipeline south 
only further compromises the Native 
population at Standing Rock, the Mis- 
souri River, and the roughly 18 million 
people downstream who rely on the river 
for drinking water. 

These kinds of pipelines are statisti- 
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cally nearly certain to leak. If this con- 
struction project is completed, when the 
pipeline leaks (and Sunoco Logistics, the 
company building it, has the worst track 
record in the industry), the entire eco- 
system — drinking water for humans, 
plants, and animals — will be irrevers- 
ibly poisoned. In addition to the water 
contamination, the land that would be 
bulldozed to build the pipeline holds pro- 
found cultural significance for the people 
of the Great Sioux Nation at Standing 
Rock, with many sacred sites destroyed 
by the pipeline’s construction. 

“We see this situation as a public 
health emergency” says Dr. Rupa Marya, 
a professor of medicine at University of 
California San Francisco and the director 
of the university’s Do No Harm Coali- 
tion, an organization of more than 300 
health workers committed to ending rac- 
ism and state-sanctioned violence. The 
Do No Harm Coalition was invited out 
to Standing Rock by Sioux tribal leaders 
in August 2016, and through their part- 
nership with Native leaders is building 
of a permanent free clinic to address the 
health care needs of the water protectors 
during this demonstration and beyond. 
Marya says, “In Flint, Michigan, when 
the water was poisoned — that was a 
massive public health problem. And that 
we re not seeing the similarity to putting 
a pipeline across the only drinking water 
supply for millions of people is beyond 
me. So we see this as a health and human 
rights issue.” 

The gathering at Standing Rock has 
reached historic heights, with represen- 
tatives from more than 100 indigenous 
tribes (more than 200, by some counts) 
reported to have convened at Standing 
Rock in the largest gathering of tribes in 
literally hundreds of years, and perhaps 
in all of Native history. Non-Native 
participation is also constantly growing, 
with caravans of supporters leaving the 
Bay Area several times a week to join the 
water protectors at Standing Rock and 
more than 150 San Francisco medical 
professionals signed up to volunteer as 
soon as the Standing Rock/Do No Harm 
clinic project (The Mni Wiconi Clinic, 
named for the Lakota phrase for “water 
is life”) is completed. 

But there is more to this story than 
what we can see on live-streams, more 
even than the clashes with police forces 
protecting a corporation’s best interests 
over that of U.S. and Native citizens. 

Adam Gottlieb, a Native poet and 
educator from Chicago who traveled to 
Standing Rock, says, “Because it is cus- 
tomary for the Lakota to not allow film- 
ing or other electronic documentation of 
ceremonial or prayer acts, there is a LOT 
that people are not seeing. ... The sacred 
fire is but one example — it is the heart 
of the camp, where prayers and offerings 
are made, songs are sung, and long con- 
versations are held to unite the hearts 
and minds of the people around the 
wisdom of their elders. And the elders 
teach forgiveness, compassion, peaceful 
warriorship, the unity of all humankind 


and all life.” 

The camps at Standing Rock are first 
and foremost family and community 
spaces. Each of the camps prepares and 
feeds its inhabitants three square meals 
a day free of charge, and events on site 
include drumming and prayer circles 
from morning to night as well as nonvi- 
olent direct action training for all water 
protectors, a fully functional school for 
the many children whose families have 
made the Standing Rock camps their 
homes, and welcoming ceremonies for 
the many tribal nation representatives 
that arrive daily. Children play through- 
out the camps, which means that, as 
confirmed by Standing Rock water pro- 
tector and midwife Autumn Cavender 
Wilson, children have to witness their 
parents and other adults returning in- 
jured from police brutality on the front 
lines. 

While Standing Rock represents a 
movement that puts the freedom of Na- 
tive people at the center of its mission, 
there is a generosity of spirit that makes 
room for everyone. In live-streams of 
the raid on the frontline camp that took 
place on Oct. 27, water protectors can 
be heard calling out to the police and 
National Guardsmen, inviting them to 
join in prayer and to protect the land. 
And through supporting the Mni Wiconi 
Clinic, San Franciscans have a unique 
opportunity to contribute to this histor- 
ic moment. 

All of us are welcome. All of us are 
needed. ‘There is a call from Sioux tribal 
leaders for any and every concerned 
person who can join at Standing Rock to 
come. Sources on the ground confirmed 
on Sunday night that the construction 
team digging the hole for the pipeline 
was less than 150 yards from the Mis- 
souri River's bank. But whether you can 
travel or not, to truly honor the national 
healing possible in this movement, 
privileged U.S. citizens (myself included) 
need to recognize our responsibility to 
listen to Native people, learn from them, 
and follow their lead in the fight for a 
better North America and world. 


feedback@SFWeekly.com 





Tatyana Brown is a poet and educator 
based in the Bay Area. She teaches writing 
and communication workshops as a 
member of both Restorative Writers and 
the New Ground Project. Follow her on 
Twitter at @TatyanaBrown. 
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FOUR BAY AREA LESBIANS CARVE OUT THEIR PLACE IN HOMOPHOBIC HIP“HOP 


PS ASHE SOPEWE 


cE VOMUEOLUIUE-VI NanieVaseMsleraler-wmned O/ene)o\-1ae-teleMer-lum-Meloy7-10W\(ossel-s0l 
mill around the Chabot Space and Science Center in East Oakland, 
in a room designed to look like a Mission Control. Dressed in black 
latex, metallic fabrics, and colorful wigs, the women pound away 
on large, clunky keyboards, mouthing silent words into discon- 
paYcreincxeM Eevee lbnaYem 0) sloyalcice-Vee Mcorale)o)unetcMcale)o-1alcleBbelnobaleln-lelele) ep 
Suddenly, they stop what they’re doing and glance up, 
their eyes directed to the front of the room, where a 5-foot-4-inch 
woman stands. Except for her rainbow-tinted cyclops sunglasses, 
she’s dressed entirely in black and silver, and her short brown hair 
is woven into tight braids that hug her skull. Even though the silver 
gleams on her shoulders are actually drainage grates, and the “ar- 
mor’ on her elbows is rollerblading pads, her DIY outfit has done the 
trick. 

JenRo looks like a futuristic astronaut from a faraway planet. 

Arms straight at her sides, like a soldier, she clears her throat 
and begins her monologue: “Planet Earth, do you read me? Straight 
people, can you hear me? Animals, can you hear me? We're calling all 
people, not just lesbians, who want to come to Planet Z. We’re com- 
ing back to collect our allies. Do not be afraid. You have not been left 
behind. You will not be left out of the party. Planet Z is here for you.” 

They're filming a music video for the lead single of JenRo’s album, 
Planet Z. The song tells the tale of a fictional future in which every 
nation sends its lesbians to the faraway world. It’s not clear why 
they’ve chosen to do so, but it’s ostensibly for homophobic reasons. 
And yet their plans backfire. Planet Z ends up becoming the place to 
be, where parties go on for days, and everyone has a grand old time. 
Pretty soon, people of all sexual orientations are boarding space- 
ships headed for Planet Z, deserting the now-dull Earth en masse. 

Despite the fact that Planet Z was intended only for lesbians, the 
planet’s occupants welcome newcomers with open arms. In the vid- 
eo, JenRo and her specially equipped cadre of assistants return to 
Earth to scoop up those who have been left behind. 

Though she admits it’s a silly premise, the idea of a utopian soci- 
ety in which lesbians are the leaders and not the outcasts is some- 
thing the 33-year-old — who pairs her raps with eclectic sound- 
scapes, that range from smooth R&B cuts to upbeat, bass-heavy and 
hyphy-influenced bangers — has been thinking about for a while. 

“As a lesbian, I feel like I’m on another level or planet than every- 
one else,” she says. “But Planet Z is where you can be yourself and 
just have fun no matter who you are.” 
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In many ways, this is a goal not only for JenRo, but for other Bay 
Area lesbian rappers as well. Artists like Blimes Brixton, YSD, and 
Babii Cris may not have devised a theoretical planet to escape to, 
but they’ve made names for themselves in other ways, and not just 
as queer or female rappers, but as rappers in general. And though 
they’re by no means the only queer emcees in the region, they 
represent the struggles and hardships that artists with similar 
backgrounds must go through, even in the relatively left-leaning 
Bay Area. 
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did not bode well with her camp — she 
was pulled offstage — but it was an 
inspiring event nonetheless. She con- 
tinued rapping through middle school 
and high school, crafting tracks about 
hanging out with her friends and dis- 
covering the city by taking BART and 
Muni to unexplored places. When she 
was a teenager, she realized she was gay, 
and her newfound realization began to 
pop up in her music as well. 

“It just started to come out as I got 
older, because that’s what I was going 
through,” she says. 

It was a daring move, she adds, 
because “everybody was pretty much 
afraid back then [in the ’90s] to 

be out.” But, as a self-described 
rebel who didn’t care what people 
thought, JenRo continued to be 
candid in her music, and even 
purposely included references to 
her sexuality in her music so as “to 
make it a point.” 
Others, like Babii Cris — who 
is 23 and has a penchant for laid- 
back, old-school hip-hop sounds 
paired with jazzy instrumentals — 
=e been slower to incorporate 
A Orns gay references in their 
music. A friend of Cris’ mother 
taught her how to produce and 
record music on a home com- 
puter as a freshman in high 
school, and by the time Cris 
was a sophomore, she had started 
writing raps. Simultaneously, she also 
realized she was gay, which led her to 
pen love songs to the girls that she liked. 


“T want to prove to the world 
that, first and foremost, we are hu- 
mans, JenRo says. “And we want to 
be taken with as much value as any 
other rapper, artist, or singer.” 


A RAP OF ONE'S OWN 


Songwriting is a means of expressing 
and discovering oneself, and many 
of the rappers I spoke with started 
penning songs around the same time 
they realized they were gay. 

Blimes Brixton, a 27-year-old 
emcee from San Francisco who 
recently changed her name from Oh 
Blimey, realized she was gay in the sev- 
enth grade and started incorporating 
references of her newfound sexuality in 
her music soon thereafter. 

“T think it went the other way 
around,” she says over the phone from 
her home in Los Angeles, where she 
has lived since 2011. “Rather than 
rapping helping me figure out who I 
was, it was more like once I figured 
out who I was in terms of who I 
liked and the fact that I was queer, 
it was easier for me to step out and 
express myself in creative ways. 

So I guess you could say I kind of 
found my voice and myself at the 
same time.” 

The first time JenRo started 
rapping was at the age of 10, during a 
skit at summer camp. She wrote a song 
about raccoons on her bunk bed and how 
she hated her cabin leader, a move that 


But, unlike the other rappers, Cris never 
made it clear in her music what gender 
she was talking about, opting for words 
like “you” instead of “she” or “her.” 

This trend continued in her music 
for years, until 2012, when Cris met her 
current girlfriend, Jackie, whom she 
describes as “the love of my life.” Cris 
uploaded a music video onto YouTube 
called “My World,” which was composed 
of photos and videos of her and Jackie. 

It was a big step, she says, not only for 
herself, but for Jackie as well because she 
had still not come out to her parents. 

“We both opened each other up to 
being OK with being gay and feeling 
comfortable enough to let other people 
know,’ she says. 

To date, the video has received 
dozens of supportive comments, like, 
“Wishin yall the best!,” “Goals,” and 
“Omeggg, you guys are so adorable.” 

Thanks to “My World,” Cris now feels 
more comfortable expressing her sexuali- 
ty in her music. 

“A little bit ago, I wasn’t ready, but 
now I’m ready,’ she says. “I don’t want to 
hold anything back anymore. The more 
that I make music, the less I want to hold 


back.” 


WE DON'T WANT 10 
APPEAL TO NOBODY" 


Brixton cut her teeth battle-rapping in 
middle school, where, as an openly gay 
tween, she was taunted with vile insults 
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that more often than not included words 
like “faggot” and “dyke.” 

“T heard all the negative comments 
that could have possibly been said about 
my sexuality, right there as a 12-year- 
old,” says the rapper who makes dark, 
bassy, and Southern rap-inspired music. 

But that experience turned out to be 
helpful. Through battle-rapping, Brixton 
developed a thick skin, learning how to 
cope with the discrimination and nega- 
tivity that she would face in later years 
as well. 

YSD, a high-pitched, nasally rapper 
from Berkeley whose name stands for 
“Young Shorty Doowop,” has experi- 
enced her fair of hardships and challeng- 
es thanks to being both a woman and 
lesbian. She’s had song features pulled 
once artists found out she was gay, DJs 
have refused to play her music, and 
musicians haven't wanted her name on 
the bill for a show because they don’t 
want to be associated with someone of a 
non-heterosexual orientation. 

“You know how some people are, 
they’re closed-minded,” YSD says. “It’s 
crazy, and it happens all the time.” 

JenRo has experienced her fair share 
of obstacles, as well. On multiple occa- 
sions, she’s had run-ins with promoters 
who have booked her “because they 
know I can draw a crowd and make them 
money, she says, but who also demand- 
ed that she not include any references to 
being gay or lesbian in either her music 
or her stage banter with the audience. 

“Some janky promoter who is ho- 
mophobic wants to profit off of someone 


who is LGBT, but not let her say any- 
thing about that?” she says. “To me, that 
is just discriminatory.” 

One trend she has also started notic- 
ing is labels who will add one queer artist 
to their roster — their “token gay per- 
son,’ she says — so that they can brag 
about how diverse their label is. 

And it’s not just the rappers’ sexuali- 
ties that gets in the way of their success, 
but their wardrobe, as well. Because most 
of these women identify as studs, they 
don’t dress like stereotypical females, 
shunning crop tops and booty shorts for 
menswear items, like sweatshirts and 
baggy pants. And, unfortunately, these 
fashion choices don’t satisfy the indus- 
try-ingrained truism that “sex sells.” 

“They always want to glam us up,” 
YSD says. “They want to change our 
whole persona and image because they 
want us to appeal to men, even though 
we don’t want to appeal to nobody, and 
we re just trying to be ourselves.” 

She points to well-known female 
hip-hop artists like Nicki Minaj and the 
openly bisexual Dej Loaf, who initially 
dressed in a more typically masculine 
fashion — or at the very least, in Minaj’s 
case, in a less revealing way — but who 
are now primped to the max. It’s no 
coincidence, YSD says, that those artists’ 
trajectories to fame coincided with the 
changes they made to their appearance. 

Brixton, who started wearing baggy 
clothing in the fourth grade to hide 
her curvy frame, decries the fact that 
she can’t dress in a way that makes her 
feel more comfortable in her own skin 


“La Vida de los Muertos” 
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without receiving negative comments or 
backlash from others. 

“I get a lot of comments from men 
about how I’m ‘trying to be a dude’ or 
want to be a dude, which is a complete 
misconception,” she says. “I love being a 
woman. And I know that not fitting the 
‘standard’ has affected the trajectory of 
my name, but I don’t let that disparage 
me. 

With her worker boots and loose-fit- 
ting overalls, JenRo, too, gets catego- 
rized as a “thug” or “tomboy.” Though 
she’s now an independent artist, she 
had previously been signed to record 
labels that were constantly trying to 
change her image and get her to dress in 
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a way that appeals to heterosexual men. 
But, like the others, she pushed back on 
their suggestions to change, amplify, or 
modify her appearance, because that’s 
simply not who she is. 

“I feel good when I am being myself 
onstage wearing and saying what I 
want,” she says. “And I’m not going to 
let anyone change that.” 


INDEPENDENCE IS KEY 


To maintain their independence, all four 
women have remained unsigned artists, a 
route which they recommend to any 
other lesbians looking to break into the 
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rap game. After having “a lot of issues” 
with the two labels she'd signed with, 
JenRo started her own label, Ro Records, 
which will be celebrating its 10-year anni- 
versary in 2017. She sells all her own mer- 
chandise and hardcopy CDs herself, and, 
after putting out five albums on her own, 
it’s paid off: In 2013, she purchased a 
house. 

“T learned the ‘independent game’ 
being raised in the Bay Area, with role 
models like E-40,” she says. “I didn’t 
wait for anyone to put me on. I did it 
myself and made it happen.” 

Last year, Brixton also started her 
own label, Peach House Records, which 
is strictly for female artists. Though she 
currently has a “silent partnership” with 
a label overseas, the reason it is “silent” 
is because she never wants to be con- 
trolled by someone else. 

“T want to be completely in charge 
of my production and music,” she says, 
“and I don’t want someone telling me 
what to write about, how to present my- 
self, or who to be.” 

With Peach House Records, Brixton 
is not only able to do what she wants 
with her own music, but she can offer a 
similar safe haven of sorts to other fe- 
male artists who feel like their identity 
and message could be impinged upon 
were they to sign with a major label. 

YSD, who remains staunchly inde- 
pendent largely because she feels like 
she can make more money as a solo art- 
ist, supplements her musical career with 
acting gigs. She had a non-speaking 
role in the 2015 biopic Steve Jobs and 


appears in the YouTube show Lipstick 
Series; the Hulu show Chance; and FOX’s 
2016 drama Pitch. She demonstrated 
her rapping chops in a cypher on Oxy- 
gen’s Sisterhood of Hip-Hop, and has a 
song that will appear in an upcoming 
episode of Love & Hip-Hop: Atlanta. 

As for Cris, she’s ensured that she 
has all the skills necessary to be her own 
operation. Thanks to electronic music 
classes she took while at community 
college, and later the audio production 
program at the San Francisco Art Insti- 
tute, Cris can record, engineer, mix, and 
master all her own music. She has also 
built her own in-home studio, where 
she recorded both her debut and sopho- 
more albums. 

Through the skills they’ve acquired 
and the businesses they’ve created, each 
of these women has found their own 
way to subsist in the music industry 
without having to rely on others. Be- 
cause even if a label or manager were to 
ask them to sign, it’s clear that main- 
taining their independence and right to 
be themselves is of the utmost impor- 
tance to these four artists. 

“Because at the end of the day,” Jen- 
Ro says, “how can you be a truly great 
artist when you're uncomfortable the 
whole time and not being yourself?” 

The answer: You can't. 


BACK TO PLANET Z 


Back at Chabot Space and Science Center, 
the women are now in another room, one 


City and County of San Francisco Department of Elections 


Are you ready for Election Day? 


Vote at City Hall 


Open everyday through Election Day 


Postmarked before or on Election Day 


Monday through Friday 8am - 5pm 


Saturday and Sunday 10am - 4pm 


Election Day 7am - 8pm 


Drop off outside City Hall November 5 through 


Did -Tealelitmelae: 


Return Vote-by-Mail Ballots 


Election Day and get an “! Voted” sticker 


(415) 554-4375 


that was recreated to look like the interior 
of a space shuttle. They’re filming a party 
scene, dancing around as “Planet Z” plays 
in the background through an iPhone. 
Standing in the front is JenRo, who gestic- 
ulates and nods her head as she mouths 
the chorus to the upbeat party song: 


Ilike girls that like girls (x2) / 

Girls in the front, girls in the back (x2) / 
North to the East, to the West to the South/ 
Women on women! 


The tinkly electronic melody fades 
to a single synth chord as JenRo pivots 
on her heels and heads to the space 
shuttle’s door for a dramatic exit. With 
her back perfectly straight and her arms 
pinned to her sides, she struts through 
the revolving door like a woman ona 
mission. 

The cameraman yells, “Cut!” The 
extras stop dancing, and JenRo pushes 
her way back into the room. 

“Was that too hard of a walk?” she 
asks the others, self-consciously. 

They shake their heads in unison, 
as if to say, “No. It was perfect just as 
it was.” 


Check out SFWeekly.com to hear 
our playlist of the artists’ music. 


Jessie Schiewe is the music editor. She can be 
contacted at jschiewe@sfweekly.com. 


Vote on Election Day 


Find your neighborhood Polling Place 


sfelections.org/pollsite, or on the cover of 


your Voter Information Pamphiet 


Save time voting with a Ballot Worksheet 
Find in the Voter Information Pamphlet, 


sfelections.org, or City Hall room 48 


Follow the Department of Elections on Social Media for Updates and Results 
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Thu 11/3 | Gallery 


SUPER SCIENCE FAIR 


A Pop Culture Experiment by Tom Whalen and Dave Peril 
Opening reception Thursday, Nov. 3, 6-10 p.m., runs thru Nov. 26. 


Spoke Art Gallery, 816 Sutter St. 


Inspired by sci-fi universes from Godzilla to Willy Wonka, Tom Whalen and 
Dave Perillo have reimagined pop culture staples in their bright, illustrative 
vector styles. Each nostalgically modern, limited-edition print puts a playful 

spin on classic favorites. 


NOVEMBER 3-9, 2016 EDITOR'S NOTE 


Fri11/4 | Theater 


JOHN CLEESE AND ERIC IDLE 


Together Again at Last... For the Very First Time 


WEEK OF NOV 3-9, 2016 
SFWEEKLY.COM/CALENDAR 


FOR OTHER GREAT EVENTS, CHECK OUT PAGES 18 - 30 


Friday, Nov. 4, 7:30 pm, Golden Gate Theatre, 1 Taylor St. $77.50-$117.50, cleeseandidle.com 


Britain's living legends of comedy, John Cleese and Eric Idle, blend scripted and improvised bits with storytelling, 
musical numbers, exclusive footage, and aquatic juggling to create a unique comedic experience with every performance. 
No two shows will be quite the same, thus ensuring that every audience feels like they’re seeing Together Again At Last... For 


The Very First Time, for the very first time. And now you know why the show is called that, don’t you? 


Sat 11/5 | Lecture 


PUSSY RIOT: 
IN CONVERSATION 


Saturday, Nov. 5, 8 p.m., 
UC Theatre, 2036 University 
Ave. $20-$32.50 


Pussy Riot is a Russian feminist 
punk rock protest group based in 
Moscow. Founded in August 2011, 
it has a variable membership of 
approximately 11 women ranging in 
age from their early-20s to their mid- 
30s. The group stages unauthorized, 
provocative guerrilla performances 
in unusual public locations, which 
are edited into music videos 

and posted on the internet. The 
collective’s lyrical themes include 
feminism, LGBT rights, and 
opposition to Russian President 
Vladimir Putin (whom the group 
considers a dictator) and to his links 
with the leadership of the Russian 
Orthodox Church. 
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Sun 11/6 | Festival 


BAY AREA 
RECORD FAIR 


Sunday, Nov. 6, 11 
a.m.-5 p.m.. Swedish 
American Hall, 

2174 Market St. Free; 
bayarearecordfair.com 


The Bay Area Record 
Fair brings together the best 
and brightest independent 
record labels and music 
institutions from around 
the Bay Area for a day of 
community, celebration, 
and camaraderie. The 
B.A.R.F. connects avid music 
collectors with the people 
behind the scenes. The event 
is free and open to the public 
but Early Bird Tickets are 
available to get early access 
to beat the rush and grab the 
best deals. 
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Hawaii.com and Sony Open in Hawaii 
want you to have the golf 
experience of a lifetime. 
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INCLUDES: 
Round-trip airfare for two on Delta Air Lines 
Five-night stay at the beautiful Sheraton Waikiki 


Two season passes to Sony Open 
— valid Jan. 11-15, 2017 


Access to the Sony Open Champions Club (4-days) 


e Attend the private Sony Open Awards Celebration dinner 
at the Hawaii Convention Center with entertainment by 
Sony's special surprise musical guest on January 12 


Enter to win at Hawalil. com ¢ Two special Sony Open gift bags for you to take home 
Deadline to enter Nov. 12, 2016. Total Value: $8,000 
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Your complete source for island travel. 


*Must be 18 years of age or older to enter. No purchase necessary. Winner chosen by random draw. Odds determined by number of entries. Travel valid 
from any Delta Air Lines gateway in North America. Winner travel dates, times and package components subject to change & availability. Restrictions apply. 
Contest ends on November 12, 2016 at 11:59 p.m. HST. See website for complete details. 
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THE GREEN DOOR IS |ON POINT 


ON POINT” DELIVERS CANNABIS THROUGHOUT SAN FRANCISCO 


=10) 


GET 1 


1/8 OF BOMBAY PREMIUM 
GIRL SCOUT COOKIES 


FREE GIFT 


V8 OF BOMBAY PREMIUM 
PLATINUM COOKIES 


WEB ORDER 


FIRST TIME PATIENTS ONLY USE CODE: BOMBAYBOGO 


ov ONPOINTDELIVERS.COM 


PRESENTED BY 
BANK.:WEST 222. 


fai] BNP PARIBAS GROUP 


Yerba Buena Center for the Arts 





WIN 4 FREE 


CKETS & 
A HAND-MADE VELVETEEN 
RABBIT TOY 
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LISTINGS 


Calendar listings are offered as a free service 
to SF Weekly readers and are subject to space 
restrictions. To change an existing or have a 
listing added, e-mail (Calendar@sfweekly.com), 
fax (777-1839), or mail (835 Market St., Suite 550, 
S.F., CA 94103). Deadline is noon Tuesday for the 
following week's issue. Listings rotate regularly, 
as space allows. Our complete listings of local 
events - searchable by keyword, date, and genre 
— are available online. 


THURSDAY, NOV. 3 


American Steel Warehouse. ICONIC: Black Panther: A 
curated exhibit featuring primarily local artists along 
with internationally renowned artists and original art 
from founding Black Panthers including Emory Doug- 
las, Dr. Samella Lewis, Tarika Lewis, Bugsy Malone, 
Kristine Mays, Shepard Fairey, Karen Seneferu, Fab 
5 Freddy, Pablo Cristi, and more. Through Nov. 6. 
1960 Mandela, Oakland, N/A. 

Center for the Arts, Religion, and Education (CARE). 
The Erosion of Memory: Works by Anne Tait: Tait’s 
work is influenced by vernacular 19th-century memo- 
rials and the influence of industrialized printmaking 
on images of memory and domesticity. Prints, 
paintings, glass etchings, and embroidery pieces 
combine cemetery grave imagery with monograms. 
Tuesdays, Thursdays, Fridays, 10 a.m.-3 p.m. Free. 
510-849-8935. www.care-gtu.org. 1798 Scenic, 
Berkeley, 510-849-8935, care-gtu.org. 

Creativity Explored. Trading Spaces: Creativity Ex- 
plored Staff Exhibition: An exhibition of artwork by 
Creativity Explored staff members. On display will 
be paintings, sculptures, mixed media artworks, 
installations, anda film. Opening reception Thur, Nov 
3, 7-9pm, exhibition November 3-20, 2016 Nov. 3-20. 
Free. www.creativityexplored.org/. 3245 16th St., San 
Francisco, 415-863-2108, creativityexplored.org. 

FFDG. On Silent Haunches: Group painting show 
featuring Nicholas Bohac, Michelle Fleck, Emily 
Proud, and Jenny Sharaf. Wednesdays-Saturdays. 
2277 Mission, San Francisco, 415-500-2166, ffdg.net. 

Fifty24SF Gallery. Devolution: Group show featuring 
Benjamin Constantine, Tina Lugo, Smithe, and 
Lauren YS. Wednesdays-Sundays. 252 Fillmore, San 
Francisco, 415-252-9144, fifty24sf.com. 

FraenkelLAB. David Benjamin Sherry: feature 1l large- 
scale color photographs made over the last nine 
years. David Benjamin Sherry's work maneuvers 
freely through photography’'s historical genres of 
landscape, self-portraiture, and still life. The exhibi- 
tion at FraenkelLAB is comprised of work in all three 
genres and draws from four distinct bodies of work: 
Paradise Fire, Climate Vortex Sutra, Wonderful Land, 
Earth Changes, and Birth in the Futureverse. Fridays, 
Saturdays, 12-8 p.m.; Wednesdays, Thursdays, 1-7 
p.m. Continues through Nov. 26. 1632 Market, San 
Francisco. 

Hashimoto Contemporary. Eversion: Hashimoto 
Contemporary is pleased to present ‘‘Eversion,” 
a solo show of new work by Hamburg-based artist 
1010 (pronounced ten-ten.) Returning for his second 
solo exhibition at the gallery, the artist brings forth 
a fresh series of illusory paintings on acrylic glass 
and aluminum dibond. Tuesdays-Saturdays, 10 a.m.-6 
p.m. Continues through Nov. 26. Free. https://www. 
facebook.com/events/1764013527197377/. 804 
Sutter, San Francisco, 415-655-9265, hashimoto- 
contemporary.com. 

Hosfelt Gallery. Liliana Porter: Actualidades / Breaking 
News: Argentinian artist Liliana Porter is a master 
at distilling life & art to simple profundities through 
humorous juxtapositions of incongruous objects. 
Thursdays, 11 a.m.-7 p.m.; Tuesdays, Wednesdays, 
Fridays, Saturdays, 10 a.m.-5:30 p.m. Continues 
through Nov. 23. Free. hosfeltgallery.com/index. 
php?p=exhibitions&id=312. 260 Utah, San Francisco, 
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415-495-5454, hosfeltgallery.com. 

Jenkins Johnson Gallery. Viewpoints: Viewpoints, a 
group exhibition of abstract and conceptual artwork 
featuring established masters and emerging artists, 
including Romare Bearden, McArthur Binion, Tony 
Lewis, Lavar Munroe, Blessing Ngobeni, Johnathan 
Payne, Cullen Washington, Aubrey Williams, and 
Nate Young. Tuesdays-Fridays, 10 a.m.-6 p.m.; 
Saturdays, 10 a.m.-5 p.m. Continues through Jan. 
14. Free. 415-677-0770. jenkinsjohnsongallery. 
com/. 464 Sutter, San Francisco, 415-677-0770, 
jenkinsjohnsongallery.com. 

Mills College Art Museum. Root Connection: 20 Years 
of The Patti Smith Collection: Root Connection 
features rare and unique materials from The Patti 
Smith Collection housed at the Special Collections 
of the Mills F. W. Olin Library. Photographs (both of 
and by Smith), publications, recordings, posters, and 
ephemera highlight the breadth of Smith's artistic 
experimentation across poetry, music, and visual art. 
Through Dec. 11. Free. 510-430-2164. mcam.mills.edu. 
5000 MacArthur, Oakland, 510-430-2164, mills.edu. 

Oakland Museum of California. All Power to the 
People: Black Panthers at 50: Uncover the history 
of the Black Panther Party—a history that is often 
misunderstood. Charismatic Panthers—both men and 
women-—created programs to benefit the people, 
stood up against power, and earned the admiration 
of other struggling communities in the US and 
across the globe. Rare historical artifacts, never-be- 
fore-seen photographs, first-person accounts from 
former Panthers, scholars, and community members, 
and contemporary art show how the Party continues 
to influence culture and activism locally, nationally, 
and internationally. First Wednesday-Sunday of every 
month. Continues through Feb. 12. Free-$15.95. 1000 
Oak, Oakland, 510-238-2200, museumca.org. 

SOMArts Cultural Center. A Promise Not to Forget: Dia 
de los Muertos 2016 Exhibition: Now in its 17th year, 
the annual Day of the Dead exhibition at SOMArts 
Cultural Center offers one of the most internation- 
ally diverse Dia de los Muertos celebrations in the 
United States. Merging traditional Mexican altars 
with contemporary art installations, the exhibition 
presents a superabundant array of perspectives 
remembering, honoring, and celebrating the dead. 
Inspired by cherished relationships, current events, 
and personal and collective histories, more than 25 
altars by over 50 participating Dia de los Muertos 
artists build a dense environment of creativity 
that creates space for meaningful reflection and 
community engagement. Through Nov. 5. $12-$15. 
somarts.org/promise. 934 Brannan, San Francisco, 
415-863-1414, somarts.org. 

spark arts. Kenneth Leaf’s Sutro Baths: Minnesota 
native Kenneth Leaf explores the ruins of the Sutro 
baths. Through Nov. 30. Free. www.sparkarts.com/ 
november-2016-kenneth-leaf/. 4229 18th Street, San 
Francisco, 415-887-2207, sparkarts.com/. 


FRIDAY, NOV. 4 


American Steel Warehouse. ICONIC: Black Panther: A 
curated exhibit featuring primarily local artists along 
with internationally renowned artists and original art 
from founding Black Panthers including Emory Doug- 
las, Dr. Samella Lewis, Tarika Lewis, Bugsy Malone, 
Kristine Mays, Shepard Fairey, Karen Seneferu, Fab 
5 Freddy, Pablo Cristi, and more. Through Nov. 6. 
1960 Mandela, Oakland, N/A. 

Center for the Arts, Religion, and Education (CARE). 
The Erosion of Memory: Works by Anne Tait: Tait’s 
work is influenced by vernacular 19th-century memo- 
rials and the influence of industrialized printmaking 
on images of memory and domesticity. Prints, 
paintings, glass etchings, and embroidery pieces 
combine cemetery grave imagery with monograms. 
Tuesdays, Thursdays, Fridays, 10 a.m.-3 p.m. Free. 
510-849-8935. www.care-gtu.org. 1798 Scenic, 
Berkeley, 510-849-8935, care-gtu.org. 

Creativity Explored. Trading Spaces: Creativity Ex- 
plored Staff Exhibition: An exhibition of artwork by 
Creativity Explored staff members. On display will 
be paintings, sculptures, mixed media artworks, 
installations, and a film. Opening reception Thur, Nov 
3, 7-9pm, exhibition November 3-20, 2016 Nov. 3-20. 
Free. www.creativityexplored.org/. 3245 16th St., San 
Francisco, 415-863-2108, creativityexplored.org. 

FFDG. On Silent Haunches: Group painting show 
featuring Nicholas Bohac, Michelle Fleck, Emily 
Proud, and Jenny Sharaf. Wednesdays-Saturdays. 
2277 Mission, San Francisco, 415-500-2166, ffdg.net. 
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Fifty24SF Gallery. Devolution: Group show featuring 
Benjamin Constantine, Tina Lugo, Smithe, and 
Lauren YS. Wednesdays-Sundays. 252 Fillmore, San 
Francisco, 415-252-9144, fifty24sf.com. 

Fouladi Projects. MESALINAS OPERATICAS: In the 
exhibition MESALINAS OPERATICAS, Omar Chacon 
has created luminous and visually tactile abstract 
paintings that continue his exploration of color 
and process. Chacon begins by pouring a mixture 
of acrylic paint and medium onto a surface to 
dry. He sees each pour as a unique and individual 
brushstroke that he then arranges on a canvas to 
create his paintings. He has invented his own paint 
formula - and found innovative ways to build layers, 
color combinations and compositions. Starting 
Nov. 4. Tuesdays-Saturdays, 12-6 p.m. Continues 
through Dec. 17. Free. https://www.fouladiprojects. 
com. 1803 Market, San Francisco, 415-621-2535, 
fouladiprojects.com. 

FraenkelLAB. David Benjamin Sherry: feature 11 large- 
scale color photographs made over the last nine 
years. David Benjamin Sherry's work maneuvers 
freely through photography’'s historical genres of 
landscape, self-portraiture, and still life. The exhibi- 
tion at FraenkelLAB is comprised of work in all three 
genres and draws from four distinct bodies of work: 
Paradise Fire, Climate Vortex Sutra, Wonderful Land, 
Earth Changes, and Birth in the Futureverse. Fridays, 
Saturdays, 12-8 p.m.; Wednesdays, Thursdays, 1-7 
p.m. Continues through Nov. 26. 1632 Market, San 
Francisco. 

Hashimoto Contemporary. Eversion: Hashimoto 
Contemporary is pleased to present ‘‘Eversion,” 
a solo show of new work by Hamburg-based artist 
1010 (pronounced ten-ten.) Returning for his second 
solo exhibition at the gallery, the artist brings forth 
a fresh series of illusory paintings on acrylic glass 
and aluminum dibond. Tuesdays-Saturdays, 10 a.m.-6 
p.m. Continues through Nov. 26. Free. https://www. 
facebook.com/events/1764013527197377/. 804 
Sutter, San Francisco, 415-655-9265, hashimoto- 
contemporary.com. 

Hosfelt Gallery. Liliana Porter: Actualidades / Breaking 
News: Argentinian artist Liliana Porter is a master 
at distilling life & art to simple profundities through 
humorous juxtapositions of incongruous objects. 
Thursdays, 11 a.m.-7 p.m.; Tuesdays, Wednesdays, 
Fridays, Saturdays, 10 a.m.-5:30 p.m. Continues 
through Nov. 23. Free. hosfeltgallery.com/index. 
php?p=exhibitions&id=312. 260 Utah, San Francisco, 
415-495-5454, hosfeltgallery.com. 

Jenkins Johnson Gallery. Viewpoints: Viewpoints, a 
group exhibition of abstract and conceptual artwork 
featuring established masters and emerging artists, 
including Romare Bearden, McArthur Binion, Tony 
Lewis, Lavar Munroe, Blessing Ngobeni, Johnathan 
Payne, Cullen Washington, Aubrey Williams, and 
Nate Young. Tuesdays-Fridays, 10 a.m.-6 p.m.; 
Saturdays, 10 a.m.-5 p.m. Continues through Jan. 
14. Free. 415-677-0770. jenkinsjohnsongallery. 
com/. 464 Sutter, San Francisco, 415-677-0770, 
jenkinsjohnsongallery.com. 

Mills College Art Museum. Root Connection: 20 Years 
of The Patti Smith Collection: Root Connection 
features rare and unique materials from The Patti 
Smith Collection housed at the Special Collections 
of the Mills F. W. Olin Library. Photographs (both of 
and by Smith), publications, recordings, posters, and 
ephemera highlight the breadth of Smith's artistic 
experimentation across poetry, music, and visual art. 
Through Dec. 11. Free. 510-430-2164. mcam.mills.edu. 
5000 MacArthur, Oakland, 510-430-2164, mills.edu. 


Oakland Museum of California. All Power to the 


People: Black Panthers at 50: Uncover the history 
of the Black Panther Party—a history that is often 
misunderstood. Charismatic Panthers—both men and 
women-—created programs to benefit the people, 
stood up against power, and earned the admiration 
of other struggling communities in the US and 
across the globe. Rare historical artifacts, never-be- 
fore-seen photographs, first-person accounts from 
former Panthers, scholars, and community members, 
and contemporary art show how the Party continues 
to influence culture and activism locally, nationally, 
and internationally. First Wednesday-Sunday of every 
month. Continues through Feb. 12. Free-$15.95. 1000 
Oak, Oakland, 510-238-2200, museumca.org. 

Public Works. Windows - Women Art Exhibition: Roll up 
gallery brings together varied and interesting works 
of Women Artists including Alexis Amann, Allison 
Snopek, Christine Meuris, and Shayna Yasuhara. 
Fri., Nov. 4, 6-9 p.m. Free. publicsf.com/exhibitions. 
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161 Erie, San Francisco, 415-932-0955, publicsf.com. 

SOMArts Cultural Center. A Promise Not to Forget: Dia 
de los Muertos 2016 Exhibition: Now in its 17th year, 
the annual Day of the Dead exhibition at SOMArts 
Cultural Center offers one of the most internation- 
ally diverse Dia de los Muertos celebrations in the 
United States. Merging traditional Mexican altars 
with contemporary art installations, the exhibition 
presents a superabundant array of perspectives 
remembering, honoring, and celebrating the dead. 
Inspired by cherished relationships, current events, 
and personal and collective histories, more than 25 
altars by over 50 participating Dia de los Muertos 
artists build a dense environment of creativity 
that creates space for meaningful reflection and 
community engagement. Through Nov. 5. $12-$15. 
somarts.org/promise. 934 Brannan, San Francisco, 
415-863-1414, somarts.org. 

spark arts. Kenneth Leaf’s Sutro Baths: Minnesota 
native Kenneth Leaf explores the ruins of the Sutro 
baths. Through Nov. 30. Free. www.sparkarts.com/ 
november-2016-kenneth-leaf/. 4229 18th Street, San 
Francisco, 415-887-2207, sparkarts.com/. 


SATURDAY, NOV. 5 


American Steel Warehouse. ICONIC: Black Panther: A 
curated exhibit featuring primarily local artists along 
with internationally renowned artists and original art 
from founding Black Panthers including Emory Doug- 
las, Dr. Samella Lewis, Tarika Lewis, Bugsy Malone, 
Kristine Mays, Shepard Fairey, Karen Seneferu, Fab 
5 Freddy, Pablo Cristi, and more. Through Nov. 6. 
1960 Mandela, Oakland, N/A. 

Catharine Clark Gallery. Julie Heffernan, ‘Waters Rise’: 
New paintings by Julie Heffernan which attempt to 
imagine how humans might inhabit a future world 
radically re-shaped by climate change. Starting 
Nov. 5. Sat., Nov. 5, 2:30-5 p.m.; Thursdays, 1 a.m.-7 
p.m.; Tuesdays, Wednesdays, Fridays, Saturdays, 11 
a.m.-6 p.m. Continues through Dec. 23. Free. https:// 
cclarkgallery.com/exhibitions/julie-heffernan. 248 
Utah, San Francisco, 415-399-1439, cclarkgallery.com. 

CK Contemporary. Tommaso Ottieri: Epiphany: Through 
his gestural and textured brushwork, Tommaso Ot- 
tieri beautifully captures luminous urban landscapes 
as well as the interiors of old European theaters and 
churches. Epiphany will highlight what the artist 
has considered his main objective since he began 
painting as a young boy - to lift the veil and reveal a 
view of the world around us, infused with the majestic 
beauty we so easily ignore. Nov. 5-30. 357 Geary, 
San Francisco, 415-397-0114, ckcontemporary.com. 

Creativity Explored. Trading Spaces: Creativity Ex- 
plored Staff Exhibition: An exhibition of artwork by 
Creativity Explored staff members. On display will 
be paintings, sculptures, mixed media artworks, 
installations, and a film. Opening reception Thur, Nov 
3, 7-9pm, exhibition November 3-20, 2016 Nov. 3-20. 
Free. www.creativityexplored.org/. 3245 16th St., San 
Francisco, 415-863-2108, creativityexplored.org. 

Embark Gallery. #simulacra: #simulacra asks how Jean 
Baudrillard’s philosophical treatise “Simulacra and 
Simulation” is relevant in the digital era. We live in 
a visual culture in which it is increasingly easy to 
participate. Images are all-important, and no longer 
mere symbols of truth. As Baudrillard predicted, 
reality itself has begun to imitate what was once 
its model. This medium-specific show explores 
signs, memory and documentation from a diverse 
sampling of perspectives. Starting Nov. 5. Fridays, 
Saturdays, 12-5 p.m. Continues through Dec. 17. 
Free. www.embarkgallery.com/. Fort Mason, Bldg. 
B, San Francisco, 323-868-1798, embarkgallery.com. 

FFDG. On Silent Haunches: Group painting show 
featuring Nicholas Bohac, Michelle Fleck, Emily 
Proud, and Jenny Sharaf. Wednesdays-Saturdays. 
2277 Mission, San Francisco, 415-500-2166, ffdg.net. 

Fifty24SF Gallery. Devolution: Group show featuring 
Benjamin Constantine, Tina Lugo, Smithe, and 
Lauren YS. Wednesdays-Sundays. 252 Fillmore, San 
Francisco, 415-252-9144, fifty24sf.com. 

Fouladi Projects. MESALINAS OPERATICAS: In the 
exhibition MESALINAS OPERATICAS, Omar Chacon 
has created luminous and visually tactile abstract 
paintings that continue his exploration of color 
and process. Chacon begins by pouring a mixture 
of acrylic paint and medium onto a surface to 
dry. He sees each pour as a unique and individual 
brushstroke that he then arranges on a canvas to 
create his paintings. He has invented his own paint 
formula - and found innovative ways to build layers, 
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color combinations and compositions. Starting 
Nov. 4. Tuesdays-Saturdays, 12-6 p.m. Continues 
through Dec. 17. Free. https://www.fouladiprojects. 
com. 1803 Market, San Francisco, 415-621-2535, 
fouladiprojects.com. 

FraenkelLAB. David Benjamin Sherry: feature 11 large- 
scale color photographs made over the last nine 
years. David Benjamin Sherry's work maneuvers 
freely through photography's historical genres of 
landscape, self-portraiture, and still life. The exhibi- 
tion at FraenkelLAB is comprised of work in all three 
genres and draws from four distinct bodies of work: 
Paradise Fire, Climate Vortex Sutra, Wonderful Land, 
Earth Changes, and Birth in the Futureverse. Fridays, 
Saturdays, 12-8 p.m.; Wednesdays, Thursdays, 1-7 
p.m. Continues through Nov. 26. 1632 Market, San 
Francisco. 

Hashimoto Contemporary. Eversion: Hashimoto 
Contemporary is pleased to present ‘‘Eversion,” 
a solo show of new work by Hamburg-based artist 
1010 (pronounced ten-ten.) Returning for his second 
solo exhibition at the gallery, the artist brings forth 
a fresh series of illusory paintings on acrylic glass 
and aluminum dibond. Tuesdays-Saturdays, 10 a.m.-6 
p.m. Continues through Nov. 26. Free. https://www. 
facebook.com/events/1764013527197377/. 804 
Sutter, San Francisco, 415-655-9265, hashimoto- 
contemporary.com. 

Hosfelt Gallery. Liliana Porter: Actualidades / Breaking 
News: Argentinian artist Liliana Porter is a master 
at distilling life & art to simple profundities through 
humorous juxtapositions of incongruous objects. 
Thursdays, 11 a.m.-7 p.m.; Tuesdays, Wednesdays, 
Fridays, Saturdays, 10 a.m.-5:30 p.m. Continues 
through Nov. 23. Free. hosfeltgallery.com/index. 
php?p=exhibitions&id=312. 260 Utah, San Francisco, 
415-495-5454, hosfeltgallery.com. 

Jenkins Johnson Gallery. Viewpoints: Viewpoints, a 
group exhibition of abstract and conceptual artwork 
featuring established masters and emerging artists, 
including Romare Bearden, McArthur Binion, Tony 
Lewis, Lavar Munroe, Blessing Ngobeni, Johnathan 
Payne, Cullen Washington, Aubrey Williams, and 
Nate Young. Tuesdays-Fridays, 10 a.m.-6 p.m.; 
Saturdays, 10 a.m.-5 p.m. Continues through Jan. 
14. Free. 415-677-0770. jenkinsjohnsongallery. 
com/. 464 Sutter, San Francisco, 415-677-0770, 
jenkinsjohnsongallery.com. 

Mills College Art Museum. Root Connection: 20 Years 
of The Patti Smith Collection: Root Connection 
features rare and unique materials from The Patti 
Smith Collection housed at the Special Collections 
of the Mills F. W. Olin Library. Photographs (both of 


and by Smith), publications, recordings, posters, and 

PLAY 400 + p i Ni B AL L ephemera highlight the breadth of Smith's artistic 
experimentation across poetry, music, and visual art. 

Through Dec. 11. Free. 510-430-2164. mcam.mills.edu. 

M AC H { i ECt 5000 MacArthur, Oakland, 510-430-2164, mills.edu. 

Oakland Museum of California. All Power to the 

People: Black Panthers at 50: Uncover the history 

of the Black Panther Party—a history that is often 


misunderstood. Charismatic Panthers—both men and 
women-created programs to benefit the people, 
stood up against power, and earned the admiration 


of other struggling communities in the US and 


T HH across the globe. Rare historical artifacts, never-be- 
. fore-seen photographs, first-person accounts from 


former Panthers, scholars, and community members, 


and contemporary art show how the Party continues 
| 0 A M = | 0 p M to influence culture and activism locally, nationally, 
and internationally. First Wednesday-Sunday of every 
month. Continues through Feb. 12. Free-$15.95. 1000 

Oak, Oakland, 510-238-2200, museumca.org. 
SOMArts Cultural Center. A Promise Not to Forget: Dia 
de los Muertos 2016 Exhibition: Now in its 17th year, 
the annual Day of the Dead exhibition at SOMArts 
Cultural Center offers one of the most internation- 
ally diverse Dia de los Muertos celebrations in the 
United States. Merging traditional Mexican altars 
with contemporary art installations, the exhibition 
presents a superabundant array of perspectives 
remembering, honoring, and celebrating the dead. 


Inspired by cherished relationships, current events, 


1 680 Vi Kee NG ST RE ET and personal and collective histories, more than 25 
altars by over 50 participating Dia de los Muertos 
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that creates space for meaningful reflection and 
somarts.org/promise. 934 Brannan, San Francisco, 
415-863-1414, somarts.org. 

spark arts. Kenneth Leaf's Sutro Baths: Minnesota 
native Kenneth Leaf explores the ruins of the Sutro 





Art Gallery 


WINDOWS 


Friday, Nov. 4, 6-9 p.m., Public Works, 61 Erie St., 415-932-0955, 


publicsf.com/exhibitions, Free 


Roll Up gallery brings together varied and interesting works of women artists. 
A collective experience of freshness and talent, Windows features art by 
Melissa Arendt. Alexis Amann, Christine Meuris, and Shayna Yasuhara. 


baths. Through Nov. 30. Free. www.sparkarts.com/ 
november-2016-kenneth-leaf/. 4229 18th Street, San 
Francisco, 415-887-2207, sparkarts.com/. 


SUNDAY, NOV. 6 


American Steel Warehouse. ICONIC: Black Panther: A 
curated exhibit featuring primarily local artists along 
with internationally renowned artists and original art 
from founding Black Panthers including Emory Doug- 
las, Dr. Samella Lewis, Tarika Lewis, Bugsy Malone, 
Kristine Mays, Shepard Fairey, Karen Seneferu, Fab 
5 Freddy, Pablo Cristi, and more. Through Nov. 6. 
1960 Mandela, Oakland, N/A. 

CK Contemporary. Tommaso Ottieri: Epiphany: Through 
his gestural and textured brushwork, Tommaso Ot- 
tieri beautifully captures luminous urban landscapes 
as well as the interiors of old European theaters and 
churches. Epiphany will highlight what the artist 
has considered his main objective since he began 
painting as a young boy - to lift the veil and reveal a 
view of the world around us, infused with the majestic 
beauty we so easily ignore. Nov. 5-30. 357 Geary, 
San Francisco, 415-397-0114, ckcontemporary.com. 

Creativity Explored. Trading Spaces: Creativity Ex- 
plored Staff Exhibition: An exhibition of artwork by 
Creativity Explored staff members. On display will 
be paintings, sculptures, mixed media artworks, 
installations, and a film. Opening reception Thur, Nov 
3, 7-9pm, exhibition November 3-20, 2016 Nov. 3-20. 
Free. www.creativityexplored.org/. 3245 16th St., San 
Francisco, 415-863-2108, creativityexplored.org. 

Fifty24SF Gallery. Devolution: Group show featuring 
Benjamin Constantine, Tina Lugo, Smithe, and 
Lauren YS. Wednesdays-Sundays. 252 Fillmore, San 
Francisco, 415-252-9144, fifty24sf.com. 

Mills College Art Museum. Root Connection: 20 Years 
of The Patti Smith Collection: Root Connection 
features rare and unique materials from The Patti 
Smith Collection housed at the Special Collections 
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of the Mills F. W. Olin Library. Photographs (both of 
and by Smith), publications, recordings, posters, and 
ephemera highlight the breadth of Smith's artistic 
experimentation across poetry, music, and visual art. 
Through Dec. 11. Free. 510-430-2164. mcam.mills.edu. 
5000 MacArthur, Oakland, 510-430-2164, mills.edu. 


Oakland Museum of California. All Power to the 


People: Black Panthers at 50: Uncover the history 
of the Black Panther Party—a history that is often 
misunderstood. Charismatic Panthers—both men and 
women-created programs to benefit the people, 
stood up against power, and earned the admiration 
of other struggling communities in the US and 
across the globe. Rare historical artifacts, never-be- 
fore-seen photographs, first-person accounts from 
former Panthers, scholars, and community members, 
and contemporary art show how the Party continues 
to influence culture and activism locally, nationally, 
and internationally. First Wednesday-Sunday of every 
month. Continues through Feb. 12. Free-$15.95. 1000 
Oak, Oakland, 510-238-2200, museumca.org. 


spark arts. Kenneth Leaf’s Sutro Baths: Minnesota 


native Kenneth Leaf explores the ruins of the Sutro 
baths. Through Nov. 30. Free. www.sparkarts.com/ 
november-2016-kenneth-leaf/. 4229 18th Street, San 
Francisco, 415-887-2207, sparkarts.com/. 


Stable Cafe. The Stable Show: The Stable Show is a one 


day pop-up gallery featuring San Francisco artists 
Carla Caletti and Kevin Keaney showing work in 
mixed media, painting and collage. Self-curated, 
this show seeks to galvanize energies and resources 
for the creation of a social arts organization with 
educational and community activism as central goals. 
The artists see curating their own shows in a one 
day pop format as self-empowering (why wait for 
a gallery to say yes?). As part of their community 
commitment, they will share a portion of proceeds 
from sales to the Haight Ashbury Psychological 
Service and Building Resources. Sun., Nov. 6, 12-3 
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p.m. Free. 2128 Folsom St., San Francisco, 415-552- 
1199, www.stablecafe.com. 


MONDAY, NOV. 7 


CK Contemporary. Tommaso Ottieri: Epiphany: Through 
his gestural and textured brushwork, Tommaso Ot- 
tieri beautifully captures luminous urban landscapes 
as well as the interiors of old European theaters and 
churches. Epiphany will highlight what the artist 
has considered his main objective since he began 
painting as a young boy - to lift the veil and reveal a 
view of the world around us, infused with the majestic 
beauty we so easily ignore. Nov. 5-30. 357 Geary, 
San Francisco, 415-397-0114, ckcontemporary.com. 

Creativity Explored. Trading Spaces: Creativity Ex- 
plored Staff Exhibition: An exhibition of artwork by 
Creativity Explored staff members. On display will 
be paintings, sculptures, mixed media artworks, 
installations, and a film. Opening reception Thur, Nov 
3, 7-9pm, exhibition November 3-20, 2016 Nov. 3-20. 
Free. www.creativityexplored.org/. 3245 16th St., San 
Francisco, 415-863-2108, creativityexplored.org. 

Mills College Art Museum. Root Connection: 20 Years 
of The Patti Smith Collection: Root Connection 
features rare and unique materials from The Patti 
Smith Collection housed at the Special Collections 
of the Mills F. W. Olin Library. Photographs (both of 
and by Smith), publications, recordings, posters, and 
ephemera highlight the breadth of Smith's artistic 
experimentation across poetry, music, and visual art. 
Through Dec. 11. Free. 510-430-2164. mcam.mills.edu. 
5000 MacArthur, Oakland, 510-430-2164, mills.edu. 

spark arts. Kenneth Leaf’s Sutro Baths: Minnesota 
native Kenneth Leaf explores the ruins of the Sutro 
baths. Through Nov. 30. Free. www.sparkarts.com/ 
november-2016-kenneth-leaf/. 4229 18th Street, San 
Francisco, 415-887-2207, sparkarts.com/. 


TUESDAY, NOV. & 


Catharine Clark Gallery. Julie Heffernan, ‘Waters Rise’: 
New paintings by Julie Heffernan which attempt to 
imagine how humans might inhabit a future world 
radically re-shaped by climate change. Starting 
Nov. 5. Sat., Nov. 5, 2:30-5 p.m.; Thursdays, 11 a.m.-7 
p.m.; Tuesdays, Wednesdays, Fridays, Saturdays, 11 
a.m.-6 p.m. Continues through Dec. 23. Free. https:// 
cclarkgallery.com/exhibitions/julie-heffernan. 248 
Utah, San Francisco, 415-399-1439, cclarkgallery.com. 

Center for the Arts, Religion, and Education (CARE). 
The Erosion of Memory: Works by Anne Tait: Tait’s 
work is influenced by vernacular 19th-century memo- 
rials and the influence of industrialized printmaking 
on images of memory and domesticity. Prints, 
paintings, glass etchings, and embroidery pieces 
combine cemetery grave imagery with monograms. 
Tuesdays, Thursdays, Fridays, 10 a.m.-3 p.m. Free. 
510-849-8935. www.care-gtu.org. 1798 Scenic, 
Berkeley, 510-849-8935, care-gtu.org. 

CK Contemporary. Tommaso Ottieri: Epiphany: Through 
his gestural and textured brushwork, Tommaso Ot- 
tieri beautifully captures luminous urban landscapes 
as well as the interiors of old European theaters and 
churches. Epiphany will highlight what the artist 
has considered his main objective since he began 
painting as a young boy - to lift the veil and reveal a 
view of the world around us, infused with the majestic 
beauty we so easily ignore. Nov. 5-30. 357 Geary, 
San Francisco, 415-397-0114, ckcontemporary.com. 

Creativity Explored. Trading Spaces: Creativity Ex- 
plored Staff Exhibition: An exhibition of artwork by 
Creativity Explored staff members. On display will 
be paintings, sculptures, mixed media artworks, 
installations, and a film. Opening reception Thur, Nov 
3, 7-9pm, exhibition November 3-20, 2016 Nov. 3-20. 
Free. www.creativityexplored.org/. 3245 16th St., San 
Francisco, 415-863-2108, creativityexplored.org. 

Fouladi Projects. MESALINAS OPERATICAS: In the 
exhibition MESALINAS OPERATICAS, Omar Chacon 
has created luminous and visually tactile abstract 
paintings that continue his exploration of color 
and process. Chacon begins by pouring a mixture 
of acrylic paint and medium onto a surface to 
dry. He sees each pour as a unique and individual 
brushstroke that he then arranges on a canvas to 
create his paintings. He has invented his own paint 
formula - and found innovative ways to build layers, 
color combinations and compositions. Starting 
Nov. 4. Tuesdays-Saturdays, 12-6 p.m. Continues 
through Dec. 17. Free. https://www.fouladiprojects. 
com. 1803 Market, San Francisco, 415-621-2535, 
fouladiprojects.com. 
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Hashimoto Contemporary. Eversion: Hashimoto 
Contemporary is pleased to present “Eversion,” 
a solo show of new work by Hamburg-based artist 
1010 (pronounced ten-ten.) Returning for his second 
solo exhibition at the gallery, the artist brings forth 
a fresh series of illusory paintings on acrylic glass 
and aluminum dibond. Tuesdays-Saturdays, 10 a.m.-6 
p.m. Continues through Nov. 26. Free. https://www. 
facebook.com/events/1764013527197377/. 804 
Sutter, San Francisco, 415-655-9265, hashimoto- 
contemporary.com. 

Hosfelt Gallery. Liliana Porter: Actualidades / Breaking 
News: Argentinian artist Liliana Porter is a master 
at distilling life & art to simple profundities through 
humorous juxtapositions of incongruous objects. 
Thursdays, 11 a.m.-7 p.m.; Tuesdays, Wednesdays, 
Fridays, Saturdays, 10 a.m.-5:30 p.m. Continues 
through Nov. 23. Free. hosfeltgallery.com/index. 
php?p=exhibitions&id=312. 260 Utah, San Francisco, 
415-495-5454, hosfeltgallery.com. 

Jenkins Johnson Gallery. Viewpoints: Viewpoints, a 
group exhibition of abstract and conceptual artwork 
featuring established masters and emerging artists, 
including Romare Bearden, McArthur Binion, Tony 
Lewis, Lavar Munroe, Blessing Ngobeni, Johnathan 
Payne, Cullen Washington, Aubrey Williams, and 
Nate Young. Tuesdays-Fridays, 10 a.m.-6 p.m.; 
Saturdays, 10 a.m.-5 p.m. Continues through Jan. 
14. Free. 415-677-0770. jenkinsjohnsongallery. 
com/. 464 Sutter, San Francisco, 415-677-0770, 
jenkinsjohnsongallery.com. 

Mills College Art Museum. Root Connection: 20 Years 
of The Patti Smith Collection: Root Connection 
features rare and unique materials from The Patti 
Smith Collection housed at the Special Collections 
of the Mills F. W. Olin Library. Photographs (both of 
and by Smith), publications, recordings, posters, and 
ephemera highlight the breadth of Smith's artistic 
experimentation across poetry, music, and visual art. 
Through Dec. 11. Free. 510-430-2164. mcam.mills.edu. 
5000 MacArthur, Oakland, 510-430-2164, mills.edu. 

spark arts. Kenneth Leaf’s Sutro Baths: Minnesota 
native Kenneth Leaf explores the ruins of the Sutro 
baths. Through Nov. 30. Free. www.sparkarts.com/ 
november-2016-kenneth-leaf/. 4229 18th Street, San 
Francisco, 415-887-2207, sparkarts.com/. 


WEDNESDAY, NOV. 9 


Catharine Clark Gallery. Julie Heffernan, ‘Waters Rise’: 
New paintings by Julie Heffernan which attempt to 
imagine how humans might inhabit a future world 
radically re-shaped by climate change. Starting 
Nov. 5. Sat., Nov. 5, 2:30-5 p.m.; Thursdays, 11 a.m.-7 
p.m.; Tuesdays, Wednesdays, Fridays, Saturdays, 1 
a.m.-6 p.m. Continues through Dec. 23. Free. https:// 
cclarkgallery.com/exhibitions/julie-heffernan. 248 
Utah, San Francisco, 415-399-1439, cclarkgallery.com. 

CK Contemporary. Tommaso Ottieri: Epiphany: Through 
his gestural and textured brushwork, Tommaso Ot- 
tieri beautifully captures luminous urban landscapes 
as well as the interiors of old European theaters and 
churches. Epiphany will highlight what the artist 
has considered his main objective since he began 
painting as a young boy - to lift the veil and reveal a 
view of the world around us, infused with the majestic 
beauty we so easily ignore. Nov. 5-30. 357 Geary, 
San Francisco, 415-397-0114, ckcontemporary.com. 

Creativity Explored. Trading Spaces: Creativity Ex- 
plored Staff Exhibition: An exhibition of artwork by 
Creativity Explored staff members. On display will 
be paintings, sculptures, mixed media artworks, 
installations, and a film. Opening reception Thur, Nov 
3, 7-9pm, exhibition November 3-20, 2016 Nov. 3-20. 
Free. www.creativityexplored.org/. 3245 16th St., San 
Francisco, 415-863-2108, creativityexplored.org. 

FFDG. On Silent Haunches: Group painting show 
featuring Nicholas Bohac, Michelle Fleck, Emily 
Proud, and Jenny Sharaf. Wednesdays-Saturdays. 
2277 Mission, San Francisco, 415-500-2166, ffdg.net. 

Fifty24SF Gallery. Devolution: Group show featuring 
Benjamin Constantine, Tina Lugo, Smithe, and 
Lauren YS. Wednesdays-Sundays. 252 Fillmore, San 
Francisco, 415-252-9144, fifty24sf.com. 

Fouladi Projects. MESALINAS OPERATICAS: In the 
exhibition MESALINAS OPERATICAS, Omar Chacon 
has created luminous and visually tactile abstract 
paintings that continue his exploration of color 
and process. Chacon begins by pouring a mixture 
of acrylic paint and medium onto a surface to 
dry. He sees each pour as a unique and individual 
brushstroke that he then arranges on a canvas to 
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create his paintings. He has invented his own paint 
formula - and found innovative ways to build layers, 
color combinations and compositions. Starting 
Nov. 4. Tuesdays-Saturdays, 12-6 p.m. Continues 
through Dec. 17. Free. https://www.fouladiprojects. 
com. 1803 Market, San Francisco, 415-621-2535, 
fouladiprojects.com. 

FraenkelLAB. David Benjamin Sherry: feature 11 large- 
scale color photographs made over the last nine 
years. David Benjamin Sherry's work maneuvers 
freely through photography’s historical genres of 
landscape, self-portraiture, and still life. The exhibi- 
tion at FraenkelLAB is comprised of work in all three 
genres and draws from four distinct bodies of work: 
Paradise Fire, Climate Vortex Sutra, Wonderful Land, 
Earth Changes, and Birth in the Futureverse. Fridays, 
Saturdays, 12-8 p.m.; Wednesdays, Thursdays, 1-7 
p.m. Continues through Nov. 26. 1632 Market, San 
Francisco. 

Hashimoto Contemporary. Eversion: Hashimoto 
Contemporary is pleased to present “Eversion,” 
a solo show of new work by Hamburg-based artist 
1010 (pronounced ten-ten.) Returning for his second 
solo exhibition at the gallery, the artist brings forth 
a fresh series of illusory paintings on acrylic glass 
and aluminum dibond. Tuesdays-Saturdays, 10 a.m.-6 
p.m. Continues through Nov. 26. Free. https://www. 
facebook.com/events/1764013527197377/. 804 
Sutter, San Francisco, 415-655-9265, hashimoto- 
contemporary.com. 

Hosfelt Gallery. Liliana Porter: Actualidades / Breaking 
News: Argentinian artist Liliana Porter is a master 
at distilling life & art to simple profundities through 
humorous juxtapositions of incongruous objects. 
Thursdays, 11 a.m.-7 p.m.; Tuesdays, Wednesdays, 
Fridays, Saturdays, 10 a.m.-5:30 p.m. Continues 
through Nov. 23. Free. hosfeltgallery.com/index. 
php?p=exhibitions&id=312. 260 Utah, San Francisco, 
415-495-5454, hosfeltgallery.com. 

Jenkins Johnson Gallery. Viewpoints: Viewpoints, a 
group exhibition of abstract and conceptual artwork 
featuring established masters and emerging artists, 
including Romare Bearden, McArthur Binion, Tony 
Lewis, Lavar Munroe, Blessing Ngobeni, Johnathan 
Payne, Cullen Washington, Aubrey Williams, and 
Nate Young. Tuesdays-Fridays, 10 a.m.-6 p.m.; 
Saturdays, 10 a.m.-5 p.m. Continues through Jan. 
14. Free. 415-677-0770. jenkinsjohnsongallery. 
com/. 464 Sutter, San Francisco, 415-677-0770, 
jenkinsjohnsongallery.com. 

Mills College Art Museum. Root Connection: 20 Years 
of The Patti Smith Collection: Root Connection 
features rare and unique materials from The Patti 
Smith Collection housed at the Special Collections 
of the Mills F. W. Olin Library. Photographs (both of 
and by Smith), publications, recordings, posters, and 
ephemera highlight the breadth of Smith's artistic 
experimentation across poetry, music, and visual art. 
Through Dec. 11. Free. 510-430-2164. mcam.mills.edu. 
5000 MacArthur, Oakland, 510-430-2164, mills.edu. 

spark arts. Kenneth Leaf's Sutro Baths: Minnesota 
native Kenneth Leaf explores the ruins of the Sutro 
baths. Through Nov. 30. Free. www.sparkarts.com/ 
november-2016-kenneth-leaf/. 4229 18th Street, San 
Francisco, 415-887-2207, sparkarts.com/. 





THURSDAY, NOV. 3 


Alice Wetterlund: w/ Johnny Taylor Thu., Nov. 3, 8 p.m.; 
Fri., Nov. 4, 8 & 10 p.m.; Sat., Nov. 5, 7:30 & 9:30 p.m., 
$18-$23.50. Punch Line, 444 Battery, San Francisco, 
415-397-7573, punchlinecomedyclub.com. 

Comedy Night: Open mic hosted by Tony Sparks. Thurs- 
days, 7 p.m., free. Brainwash Cafe & Laundromat, 1122 
Folsom, San Francisco, 415-861-3663, brainwash.com. 

Comedy Oakland: Weekly comedy featuring up-and- 
coming comedians alongside industry pros. Fridays, 
Saturdays, 9:30 p.m.; Thursdays-Saturdays, 7:30 
p.m., $13-$15, ComedyOakland.com. Spice Monkey, 
1628 Webster, Oakland, 510-268-0170, spicemon- 
keycafe.com. 

Dueling Pianos at Johnny Foley's: Merry musical 
sing-alongs. Wednesdays-Saturdays, 9 p.m., free, 


Comedy 


ALICE WETTERLUND 
WITH JOHNNY TAYLOR 


Thursday, Nov. 3, 8 p.m. and 10 p.m.; Friday, Nov. 4, 8 p.m. and 10 
p.m.; Saturday, Nov. 5, 7:30 p.m. and 9:30 p.m. Punch Line, 444 
Battery, 415-397-7573, punchlinecomedyclub.com, $18-$23.50 


Alice Wetterlund has performed her non-yelling brand of comedy nationally 
at colleges, clubs, and festivals such as Just for Laughs, Bridgetown, Moon 
Tower, Women in Comedy, SF Sketchfest, RIOT LA. She frequently tours with 
Comedy Central on Campus and with Girl Code/Guy Code on Campus. She 
was a New Face for the 2013 Just for Laughs Comedy Festival in Montreal and 
was on the official line up for FOX’s 2013 Night of Comedy. 


duelingpianosatfoleys.com. Johnny Foley's Irish 
House, 243 O'Farrell St., San Francisco, 415-954-0777, 
johnnyfoleys.com. 

Mincing Words: Politician and comedian Tom Ammiano's 
magical mystery venture into the California State 
Assembly. The hilarious solo show gives audiences 
a peak into the world of politics from an insider as 
they join Assembly-member Tom while he navigates 
the Sacramento political scene in an effort to take 
the ass out of assembly. Tom's frequent rollick- 
ing encounters at the state capitol with fervent 
government officials, combative colleagues, and 
polarized voter's shed light on a culture that can 
only emerge in a city fueled by politics. Thursdays, 
8 p.m.; Saturdays, 5 p.m. Continues through Nov. 
19, $20-$35. The Marsh Theater, 1062 Valencia, San 
Francisco, 415-826-5750, themarsh.org. 

The Mission Position: Weekly stand-up comedy 
showcase hosted by Matt Lieb, Kate Willett, Jessica 
Sele, Richard Toomer, and Torio Van Grol. Thursdays, 
8 p.m., $10, missionpositionlive.com. Lost Weekend 
Video, 1034 Valencia, San Francisco, 415-643-3373, 
www.lostweekendvideo.com. 

Nightlife on Mars: Free weekly comedy night with 
Nightlife on Mars (hosted by Ryan Cronin) plus 
guests. Thursdays, 8:30 p.m., free, nightlifeonmars. 
com. Murphy's Pub, 217 Kearny St., San Francisco, 
415-693-9588. 

Rock n Roll Comedy Jam: Featuring music by Medicine 
Bug and comedy by Affirmative Action Heroes, plus 
guests. Thursdays, 8 p.m., $5-$20, facebook.com/ 
medicinebug. Milk Bar, 1840 Haight, San Francisco, 
415-387-6455, milksf.com. 

Storking Comedy: Stand-Up at a Music Venue: 
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Storking Comedy showcases the funniest up and 
coming Bay Area comedians. The show also features 
hilarious interviews with each performer. Live music 
often follows the comedy show at 9:30 pm. All com- 
edy audience members receive a discounted cover 
charge to see the bands. Thursdays, 7:30-9 p.m., 
Free, Sadcomedyrsvp@gmail.com, www.storkclub- 
comedy.eventbrite.com. Stork Club, 2330 Telegraph, 
Oakland, 510-444-6174, storkcluboakland.com. 

The Mess Sketch Comedy: The Bay's most original 
sketch troupe is back in San Francisco for 6 nights 
of mirth and mayhem! (Mostly mirth, but some 
mayhem.) Tickets are cheap but the laughs, friends, 
are very rich indeed. Thu., Nov. 3, 8 p.m.; Fri., Nov. 
4,8 p.m.; Sat., Nov. 5, 8 p.m.; Thu., Nov. 10, 8 p.m.; 
Fri., Nov. 11, 8 p.m.; Sat., Nov. 12, 8 p.m., $15-$25, 
https://www.facebook.com/EastBayMess/. Shelton 
Theater, 533 Sutter, San Francisco, 415-882-9100, 
sheltontheater.org. 

Where the Funny Things Are: Comedy open mic 
hosted by Christian Reyes. Thursdays, 7 p.m. The 
Basement, 222 Hyde, San Francisco, 415-742-7222, 
thebasementsf.com. 


FRIDAY, NOV. 4 


Alice Wetterlund: w/ Johnny Taylor Thu., Nov. 3, 8 p.m.; 
Fri., Nov. 4, 8 & 10 p.m.; Sat., Nov. 5, 7:30 & 9:30 p.m., 
$18-§23.50. Punch Line, 444 Battery, San Francisco, 
415-397-7573, punchlinecomedyclub.com. 

Best of San Francisco Stand-Up Comedy: 18+ local 
comedy showcase. Fridays, 8 p.m., $15, bestofsf- 
standup.com. The Variety Preview Room (The Hobart 
Building), 582 Market, San Francisco, 415-781-3893, 
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Literary 


KEITH MORRIS: MY DAMAGE 


Wednesday, Nov. 9, 7-8:30 p.m., Green Apple Books on the Park, 
1231 Ninth Ave. Free; 
415-742-5833 or greenapplebooks.com 


Keith Morris, cofounding member of Black Flag and the Circle Jerks reads 
from his memoir, My Damage. More than a book, My Damage is about the 
highs and lows of a punk rock legend. It’s a story from the perspective of 
someone who’s shared the stage with just about every major figure in the 
music industry and has appeared in cult films like The Decline of Western 
Civilization and Repo Man. A true Hollywood tale from an L.A. native, My 
Damage reveals the story of Morris’ streets, his scene, and his music as only he 


can tell it. 


varietync.org/screening-room. 

Brainwash Weekend Comedy Showcase: Because 
when it comes to doing laundry, laughter makes 
your clothes’ whites whiter and colors brighter. 
That's just science, duh. Fridays, Saturdays, 8 p.m., 
free. Brainwash Cafe & Laundromat, 1122 Folsom, San 
Francisco, 415-861-3663, brainwash.com. 

Cheaper Than Therapy: Jon Allen, Eloisa Bravo, and 
Scott Simpson offer comedians (and audiences) 
a chance to unburden their minds at this regular 
night of stand-up. Fridays, Saturdays, 10 p.m., $10, 
cttcomedy.com. Shelton Theater, 533 Sutter, San 
Francisco, 415-882-9100, sheltontheater.org. 

Comedy Night at Il Pirata: Tony Sparks has presided 
over this long-running local showcase since 2005. 
First Friday of every month, 9 p.m. II Pirata, 2007 
16th St., San Francisco, 415-626-2626, ilpiratasf.com. 

Comedy Noir: Hosted by Valerie Branch. Fridays, 8 
p.m. Balancoire, 2565 Mission, San Francisco, 415- 
920-0577, balancoiresf.com. 

Comedy Oakland: Weekly comedy featuring up-and- 
coming comedians alongside industry pros. Fridays, 
Saturdays, 9:30 p.m.; Thursdays-Saturdays, 7:30 
p.m., $13-$15, ComedyOakland.com. Spice Monkey, 
1628 Webster, Oakland, 510-268-0170, spicemon- 
keycafe.com. 

Dueling Pianos at Johnny Foley's: Merry musical 
sing-alongs. Wednesdays-Saturdays, 9 p.m., free, 
duelingpianosatfoleys.com. Johnny Foley's Irish 
House, 243 O'Farrell St., San Francisco, 415-954-0777, 
johnnyfoleys.com. 

Pamtastic’s Comedy Clubhouse: Weekly comedy 
podcast with host Pam Benjamin and a live audience. 
Fridays, 8 p.m., free, facebook.com/PamtasticsCom- 
edyClubhouse. Mutiny Radio, 2781 21st St., San 
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Francisco, mutinyradio.fm. 

Secret Improv Society: Underground improvisa- 
tional theater. Fridays, Saturdays, 10 p.m., $17-$20, 
improvsociety.com. Shelton Theater, 533 Sutter, 
San Francisco, 415-882-9100, sheltontheater.org. 

Talkies: A comedy/multimedia monthly event produced 
by George Chen, Anna Seregina, Jesse Elias, Clare 
O'Kane, and Land Smith-Abbinante. First Friday of 
every month, 8 p.m., $10, talkiesshow.tumblr.com. 
Lost Weekend Video, 1034 Valencia, San Francisco, 
415-643-3373, www.lostweekendvideo.com. 

The Mess Sketch Comedy: The Bay's most original 
sketch troupe is back in San Francisco for 6 nights 
of mirth and mayhem! (Mostly mirth, but some 
mayhem.) Tickets are cheap but the laughs, friends, 
are very rich indeed. Thu., Nov. 3, 8 p.m.; Fri., Nov. 
4,8 p.m.; Sat., Nov. 5, 8 p.m.; Thu., Nov. 10, 8 p.m.; 
Fri., Nov. 11, 8 p.m.; Sat., Nov. 12, 8 p.m., $15-$25, 
https://www.facebook.com/EastBayMess/. Shelton 
Theater, 533 Sutter, San Francisco, 415-882-9100, 
sheltontheater.org. 

Your Fucked Up Relationship: Endgames Improv 
makes fun of your romantic foibles for free at this 
long-running weekly comedy catharsis. Fridays, 10:30 
p.m., free with RSVP, endgamesimprov.com. Stage 
Werx, 446 Valencia, San Francisco, stagewerx.org. 


SATURDAY, NOV. 5 


Alice Wetterlund: w/ Johnny Taylor Thu., Nov. 3, 8 p.m.; 
Fri., Nov. 4, 8 & 10 p.m.; Sat., Nov. 5, 7:30 & 9:30 p.m., 
$18-$23.50. Punch Line, 444 Battery, San Francisco, 
415-397-7573, punchlinecomedyclub.com. 

Brainwash Weekend Comedy Showcase: Because 
when it comes to doing laundry, laughter makes 


your clothes’ whites whiter and colors brighter. 
That's just science, duh. Fridays, Saturdays, 8 p.m., 
free. Brainwash Cafe & Laundromat, 1122 Folsom, San 
Francisco, 415-861-3663, brainwash.com. 

Cheaper Than Therapy: Jon Allen, Eloisa Bravo, and 
Scott Simpson offer comedians (and audiences) 
a chance to unburden their minds at this regular 
night of stand-up. Fridays, Saturdays, 10 p.m., $10, 
cttcomedy.com. Shelton Theater, 533 Sutter, San 
Francisco, 415-882-9100, sheltontheater.org. 

Comedy Oakland: Weekly comedy featuring up-and- 
coming comedians alongside industry pros. Fridays, 
Saturdays, 9:30 p.m.; Thursdays-Saturdays, 7:30 
p.m., $13-$15, ComedyOakland.com. Spice Monkey, 
1628 Webster, Oakland, 510-268-0170, spicemon- 
keycafe.com. 

Cynic Cave: Hosted by George Chen and Kevin O'Shea. 
Saturdays, 8 p.m., cyniccave.com. Lost Weekend 
Video, 1034 Valencia, San Francisco, 415-643-3373, 
www.lostweekendvideo.com. 

Dash: Late-night improv comedy romps by the Un- 
Scripted Theater Company. Saturdays, 10 p.m., 
$10. Un-Scripted Theater, 533 Sutter, San Francisco, 
un-scripted.com. 

Dueling Pianos at Johnny Foley's: Merry musical 
sing-alongs. Wednesdays-Saturdays, 9 p.m., free, 
duelingpianosatfoleys.com. Johnny Foley's Irish 
House, 243 O'Farrell St., San Francisco, 415-954-0777, 
johnnyfoleys.com. 

Mincing Words: Politician and comedian Tom Ammiano's 
magical mystery venture into the California State 
Assembly. The hilarious solo show gives audiences 
a peak into the world of politics from an insider as 
they join Assembly-member Tom while he navigates 
the Sacramento political scene in an effort to take 
the ass out of assembly. Tom's frequent rollick- 
ing encounters at the state capitol with fervent 
government officials, combative colleagues, and 
polarized voter's shed light on a culture that can 
only emerge ina city fueled by politics. Thursdays, 
8 p.m.; Saturdays, 5 p.m. Continues through Nov. 
19, $20-$35. The Marsh Theater, 1062 Valencia, San 
Francisco, 415-826-5750, themarsh.org. 

Night Moves: Midnight comedy madness with hosts 
Josef Anolin and Joey Devine. Saturdays, 11:59 p.m., 
$5. PianoFight, 144 Taylor, San Francisco, 415-816- 
3691, pianofight.com. 

The Roughhouse: Sketch comedy made the San Jose 
way. First Saturday of every month, 10:30 p.m., 
$17.50-$35, roughhousecomedy.com. PianoFight, 144 
Taylor, San Francisco, 415-816-3691, pianofight.com. 

Secret Improv Society: Underground improvisa- 
tional theater. Fridays, Saturdays, 10 p.m., $17-$20, 
improvsociety.com. Shelton Theater, 533 Sutter, 
San Francisco, 415-882-9100, sheltontheater.org. 

The Setup: A stand-up comedy show in the heart of 
San Francisco that features comedians from around 
the country as well as local rising stars. Saturdays, 
8-9:30 p.m., $5. The Basement, 222 Hyde, San 
Francisco, 415-742-7222, thebasementsf.com. 

SF Tonight!: Suffering from bad news burnout? Let 
Endgames Improv turn headlines into punchlines at 
this interactive and spontaneous comedy show. Sat- 
urdays, 10:30 p.m., $5, endgamesimprov.com. Stage 
Werx, 446 Valencia, San Francisco, stagewerx.org. 

The Mess Sketch Comedy: The Bay's most original 
sketch troupe is back in San Francisco for 6 nights 
of mirth and mayhem! (Mostly mirth, but some 
mayhem.) Tickets are cheap but the laughs, friends, 
are very rich indeed. Thu., Nov. 3, 8 p.m.; Fri., Nov. 
4,8 p.m.; Sat., Nov. 5, 8 p.m.; Thu., Nov. 10, 8 p.m.; 
Fri., Nov. 11, 8 p.m.; Sat., Nov. 12, 8 p.m., $15-$25, 
https://www.facebook.com/EastBayMess/. Shelton 
Theater, 533 Sutter, San Francisco, 415-882-9100, 
sheltontheater.org. 

Tinder Takeover Comedy: Calling all swiping singles! 
Let's make fun of our ridiculous lives and laugh at 
the crazy ride that is online dating. And this is no 
average show. It’s interactive. Make sure you bring 
your phones because we may call you up to the 
stage to bring your online dating conversations 
to the spotlight. Because if we can’t laugh at our 
single selves, can we laugh at all? Sat., Nov. 5, 
7-8:30 p.m., $10 online, $12 at the door, https:// 
www.eventbrite.com/e/tinder-takeover-come- 
dy-tickets-28518777431. The Purple Onion at Kell’s, 
530 Jackson St., San Francisco. 


SUNDAY, NOV. 6 


SF Comedy Showcase: Weekly roundup of local 
laughmakers. Sundays, 8 p.m., $12.50. Punch Line, 


444 Battery, San Francisco, 415-397-7573, punch- 
linecomedyclub.com. 


MONDAY, NOV. 7 


Doc's Comedy Open Mic: Comedy returns to the 
North Beach space formerly occupied by landmark 
nightclub The Purple Onion — and this weekly open 
mic means that you, too, can share the same stage 
where Lenny Bruce once stood. Mondays, 7 p.m., 
free. Doc's Lab, 124 Columbus, San Francisco, 415- 
649-6191, docslabsf.com. 

Gettin’ Weird: With Stokes & Holtz. First Monday of 
every month, 8 p.m., free. Milk Bar, 1840 Haight, 
San Francisco, 415-387-6455, milksf.com. 

The Guest List: The Guest List showcases today’s 
hottest stand-up comics, taped live for Audible from 
an historic speakeasy in San Francisco. This show 
features Matt Ruby, Emma Arnold, Andy Peters, Joel 
Kim Booster, and host Jane Harrison. Mon., Nov. 7, 8 
p.m., $10-$12, www.docslabsf.com/event/1354731- 
guest-list-san-francisco/. Doc's Lab, 124 Columbus, 
San Francisco, 415-649-6191, docslabsf.com. 

Hysteria: Comedy Open Mic for Women & Queers: 
Hosted by Irene Tu and Jessica Sele, with all gen- 
ders welcome (but misogyny most definitely not). 
Mondays, 6 p.m. Oasis, 298 1ith St., San Francisco, 
415-985-4442, sfoasis.com. 

Joking, Not Slurred: Every other Monday, 5 p.m.-mid- 
night, free. Oddjob, 1337 Mission, San Francisco, 
415-555-1337, oddjobsf.com. 

Melt the Mic: Free comedy night produced by Griffin 
Daley. Mondays, 8 p.m., free, griffindaley.com. 
Melt!, 700 Columbus, San Francisco, 415-392-9290, 
melt-cafe.com. 

Misery Index: This free monthly yuk-fest “brings 
together some of the most pessimistic, neurotic, and 
dysfunctional individuals on the face of the planet: 
stand-up comedians.” First Monday of every month, 
9 p.m., free, miseryindexcomedy.com. The Rite Spot 
Cafe, 2099 Folsom, San Francisco, 415-552-6066, 
ritespotcafe.net. 


TUESDAY, NOV. & 


Harvey's Funny Tuesdays: Hosted by Ronn Vigh. 
Tuesdays, 9 p.m., free. Harvey's, 500 Castro, San 
Francisco, 415-431-4278, harveyssf.com. 

The Layover Comedy Night: Tuesdays, 8 p.m., free. 
The Layover, 1517 Franklin, Oakland, 510-834-1517, 
oaklandlayover.com. 

Milkin’ It!: Local and national comics hosted by Jules 
Posner. Second and Third Tuesday of every month, 
8 p.m., free. Milk Bar, 1840 Haight, San Francisco, 
415-387-6455, milksf.com. 

Moe Greene: Comedy open mic hosted by Michael Bran- 
don. Tuesdays, 7:30 p.m. The Basement, 222 Hyde, 
San Francisco, 415-742-7222, thebasementsf.com. 

OMFG: Weekly comedy open mic. Tuesdays, 7 p.m., 
free. OMG, 43 Sixth St., San Francisco, 415-896-6374, 
clubomgsf.com. 

Toomtastic Tuesdays: Comedy open mic night with 
Richard Toomer et vous. Second Tuesday of every 
month, 7 p.m., free. Brainwash Cafe & Laundro- 
mat, 1122 Folsom, San Francisco, 415-861-3663, 
brainwash.com. 

Troubled: With Rajeev Dhar and friends. Tuesdays, 
6:30-9 p.m., free, troubledcomedy.tumblr.com. 
Amnesia, 853 Valencia, San Francisco, 415-970-0012, 
amnesiathebar.com. 

Tuesday Night Comedy Funnies: Tuesdays, 8 p.m., $17- 
$27. 142 Throckmorton Theatre, 142 Throckmorton, 
Mill Valley, 415-383-9600, 142throckmortontheatre. 
com. 


WEDNESDAY, NOV. 9 


Comedy @ The Comet Club: Your free weekly chance 
to laugh in the Marina (instead of at it). Wednesdays, 
8:30 p.m., free, facebook.com/sufficientcomedy. 
Comet Club, 3111 Fillmore, San Francisco, 415- 
567-5589. 

Comedy Machine: A one-night, three-round comedy 
tournament featuring eight comedians all competing 
to be chosen as the champion. Unlike any other 
comedy show in the Bay Area, we give the power 
to the audience to choose who they want to see 
continue. Comedians literally live and die by the fans. 
Hosted weekly by comedian Will Cole. Wednesdays, 
8:30-10 p.m., $7 adv., $10, https://www.facebook. 
com/sfcomedymachine. The Purple Onion at Kell's, 
530 Jackson St., San Francisco. 

Comedy Oasis: Hosted by Juan Medina. Second 
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Wednesday of every month, 7 p.m., $5. Oasis, 298 
Tith St., San Francisco, 415-985-4442, sfoasis.com. 

Dueling Pianos at Johnny Foley's: Merry musical 
sing-alongs. Wednesdays-Saturdays, 9 p.m., free, 
duelingpianosatfoleys.com. Johnny Foley's Irish 
House, 243 O'Farrell St., San Francisco, 415-954-0777, 
johnnyfoleys.com. 

H#HellaHustle Showcase: Weekly comedy presented 
by True Hustle Entertainment. Wednesdays, 7 p.m., 
truehustleentertainment.com. Brainwash Cafe & 
Laundromat, 1122 Folsom, San Francisco, 415-861- 
3663, brainwash.com. 

Inside Baseball: Not sure what kind of comedy to see? 
Inside Baseball features all the kinds. A different 
lineup each week for 5 bucks at Stage Werx Theatre 
in SF. Wednesdays, 10-11:30 p.m., $5, insidebase- 
ballcomedy.com. Stage Werx, 446 Valencia, San 
Francisco, stagewerx.org. 

The Purple Onion at Kells: Comedy Machine: Weekly 
single-elimination comedy tournament. Wednesdays, 
8:30 p.m., $15, purpleonionatkells.com. Kells Irish 
Restaurant & Bar, 530 Jackson, San Francisco, 415- 
955-1916, kellsirish.com. 

Real Live Comedians: Second Wednesday of every 
month, 9 p.m., $10 advance, facebook.com/RealLi- 
veComedians. PianoFight, 144 Taylor, San Francisco, 
415-816-3691, pianofight.com. 

Shit Talk: Featuring comedians from around the Bay 
Area and special guests. Hosted by Yuri Kagan. 
Wednesdays, 7 p.m., Free. Oasis, 298 Tith St., San 
Francisco, 415-985-4442, sfoasis.com. 

The Tabernacle: A weekly stand-up showcase hosted 
by 3 of San Francisco's hardest working comedians: 
Steve Post, Allison Mick, and Jim McVeigh. Each 
Wednesday, The Tabernacle features a strong, 
fresh, line-up of local heavy-hitters, bigger names 
you've seen on TV, and other out-of-town visitors. 
Wednesdays, 7-8:30 p.m., $5-$10, facebook.com/ 
tabernaclesf. PianoFight, 144 Taylor, San Francisco, 
415-816-3691, pianofight.com. 

This Week's Show: Fresh standup from the best comics 
in the Bay Area and beyond at San Francisco's top 
sports bar and nightclub--all for less than the price 
of a movie ticket. Wednesdays, 8-10 p.m., $10. Fort 
One Bar & Lounge, 2801 Leavenworth, San Francisco, 
415-671-8081, fortisf.com. 


LITERARY EVENTS 





THURSDAY, NOV. 3 


George Matiasz: In | So Free, it's 2042, and America's 
second civil war rages. Detective Jimmy Hidalgo 
tracks a serial killer whose first victim was Jimmy's 
best friend, in a San Francisco on the brink of social 
insurrection. As Jimmy concludes that the man 
paying him to find the killer is an extraterrestrial, 
this slow-motion apocalypse shifts into high gear. 
Thu., Nov. 3, 6-7:30 p.m., Free, www.bookpassage. 
com/event/george-matiasz-i-so-free-san-francisco. 
Book Passage, 1 Ferry Building Ste. 42, San Francisco, 
415-835-1020, bookpassage.com. 

Holla Back: Long-running weekly poetry open mic with 
a hip-hop vibe. Thursdays, 8 p.m., free/donation. 
EastSide Arts Alliance, 2277 International, Oakland, 
510-533-6629, eastsideartsalliance.com. 

Thursdays at Readers: Weekly poetry readings 
curated by Jack Hirschman. Thursdays, 6:30 p.m., 
free. Readers Bookstore, Fort Mason, Bldg. C, San 
Francisco, 415-771-1076, friendssfpl.org. 


FRIDAY, NOV. 4 


Gender In Translation: This special event is aimed at de- 
ciphering and translating cross-cultural articulations 
of sex and gender in a set of ever-changing political 
and artistic contexts by bringing together a distin- 
guished array of intergenerational and international 
theorists, artists, and authors, including best-selling 
author Lola Lafon (“The Little Communist Who Never 
Smiled”’), artist Brice Dellsperger (“Body Double’’), 
and french theorist Marie-Héléne Bourcier. Fri., Nov. 
4, 4:30-10 p.m., Free, https://genderintranslation. 
com/2015/11/17/gender-in-translation-after-hours/. 
San Francisco Art Institute, 800 Chestnut, San 
Francisco, 415-771-7020, sfai.edu. 
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Wayne Miller's “Post-": Wayne Miller reads from 
his new collection of poems, “Post-.” Fri., Nov. 
4, 7:30 p.m., Free, https://www.facebook.com/ 
events/264029593969520/. Green Apple Books 
on the Park, 1231 Ninth Ave., San Francisco, 415-742- 
5833, greenapplebooks.com. 


SATURDAY, NOV. 5 


Ed Garrubbo: When Edwin Garrubbo started noticing an 
increasing misconception about what Italian food is 
and how it is consumed in the U.S., he wanted to get 
back to his roots and showcase the inherent benefits 
of eating authentic Italian food. His gorgeous and 
informative book, Sunday Pasta Cookbook, features 
more than 50 seasonal pasta recipes, beautiful 
photography and expert wine pairings as well as 
information about key ingredients. Sat., Nov. 5, 
11 a.m.-12:30 p.m., Free, www.bookpassage.com/ 
event/ed-garrubbo-sunday-pasta-san-francisco. 
Book Passage, 1 Ferry Building Ste. 42, San Francisco, 
415-835-1020, bookpassage.com. 

Michael Connelly: Desperate to know whether he has 
an heir, a dying magnate hires Harry Bosch, formerly 
of the LAPD and newly turned private investigator, 
to search for the progeny of a long-ago illicit affair. 
With such a vast fortune at stake, Harry realizes that 
his mission could be risky not only for himself but for 
the one he’s seeking. The Wrong Side of Goodbye is 
swift, unpredictable, and thrilling. Michael Connelly is 
the author of twenty-eight previous novels, including 
#1 New York Times bestsellers The Crossing and 
The Burning Room. Sat., Nov. 5, 1-2:30 p.m., Free, 
www.bookpassage.com/event/michael-connelly- 
wrong-side-goodbye-san-francisco. Book Passage, 1 
Ferry Building Ste. 42, San Francisco, 415-835-1020, 
bookpassage.com. 


MONDAY, NOV. 7 


Actors Reading Writers: Popular local actors read 
modern and classic short stories. First Monday of 
every month, 7:30 p.m., free. Berkeley City Club, 
2315 Durant, Berkeley, 510-848-7800, berkeley- 
historichotel.com. 

Poets!: Bimonthly poetry social with a featured 
reader followed by an open mic session. Third and 
First Monday of every month, 7 p.m., free. Bird & 
Beckett, 653 Chenery, San Francisco, 415-586-3733, 
birdbeckett.com. 

Tom Dalzell: Based on Tom Dalzell's blog, Quirky 
Berkeley pays tribute to the imaginative artwork on 
display in front of, on top of, and engulfing houses 
all over the city. With full-color photographs and 
a pithy wit, Dalzell shares his discoveries of the 
unexpected: a house shaped like a fish, bowling 
balls as lawn art, enormous dachshund sculptures, 
and the birdhouse pyramid on Sacramento. Dalzell 
has lived in Berkeley since 1984. Mon., Nov. 7, 6-7:30 
p.m., Free, www.bookpassage.com/event/tom-dal- 
zell-quirky-berkeley-san-francisco. Book Passage, 1 
Ferry Building Ste. 42, San Francisco, 415-835-1020, 
bookpassage.com. 


WEDNESDAY, NOV. 9 


J. Tony Serra: J. Tony Serra’s first novel, The Scaffold: 
A Treason Death Penalty Trial takes place during the 
Second World War in the South Pacific. This court 
martial trial story is filled with Serra’s legal career 
experiences but is also an example of life as absur- 
dity-- war is absurd; treason is absurd; the death 
penalty is absurd and platonic love is humanity's only 
redemption. A native son of San Francisco, Serra has 
degrees from Stanford University and UC Berkeley. 
Wed., Nov. 9, 6-7:30 p.m., Free, www.bookpassage. 
com/event/j-tony-serra-scaffold-san-francisco. 
Book Passage, 1 Ferry Building Ste. 42, San Francisco, 
415-835-1020, bookpassage.com. 

Keith Morris: “My Damage”: Keith Morris, cofounding 
member of Black Flag and the Circle Jerks reads 
from his memoir, ‘My Damage.” More than a book, 
“My Damage’ is about the highs and lows of a punk 
rock legend. It’s a story from the perspective of 
someone who has shared the stage with just about 
every major figure in the music industry and has 
appeared in cult films like The Decline of Western 
Civilization and Repo Man. A true Hollywood tale 
from an L.A. native, “My Damage” reveals the story 
of Morris's streets, his scene, and his music as only 
he can tell it. Wed., Nov. 9, 7-8:30 p.m., Free, www. 
greenapplebooks.com/event/9th-ave-keith-morris. 
Green Apple Books on the Park, 1231 Ninth Ave., San 
Francisco, 415-742-5833, greenapplebooks.com. 
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Aquarium of the Bay. Otters: Watershed Ambassadors: 
The AOTB’s newest exhibit brings an adorable 
romp of North American river otters to Pier 39. 
Daily. Embarcadero, San Francisco, 415-623-5300, 
aquariumofthebay.org. 

Asian Art Museum. In a New Light: The Asian Art 
Museum Collection: More than 2,500 objects from 
the museum's permanent collection explore the 
major cultures of Asia. Tuesdays-Sundays. 200 
Larkin, San Francisco, 415-581-3500, asianart.org. 

The Beat Museum. Permanent Collection: Glimpse 
into the poetic, exuberant lives of Jack Kerouac, 
Lawrence Ferlinghetti, Allen Ginsberg, Neal Cassady, 
and other Beat Generation characters via original 
manuscripts, memorabilia, letters, personal items, 
and other ephemera. Daily, 10 a.m.-7 p.m. $5-$8. 
540 Broadway, San Francisco, 415-399-9626, the- 
beatmuseum.org. 

Cable Car Museum. Permanent Collection: Located 
in a historic cable car powerhouse, the museum 
displays a variety of cable car gear, photographs, 
installations explaining how the cars work, and 
several antique vehicles. Daily. Free. 1201 Mason, 
San Francisco, 415-474-1887, cablecarmuseum.org. 

California Academy of Sciences. Habitat Earth: The 
California Academy of Sciences’ newest planetarium 
show redefines the traditional concept of astronom- 
ical presentation, turning the telescopes around and 
focusing on the greatest wonder of the universe — 
Earth itself — as it invites viewers to discover what it 
means to live in today's connected world on the only 
planet known to sustain biodiversity and life. Daily. 
Animal Attraction: Exhibit about the wild courtship 
and mating strategies in the animal kingdom. Daily. 
Earthquake: Treat your senses to seismic overload 
in this exhibit that includes a walk-in Earth model 
illustrating plate tectonics, a recreation of a Victorian 
salon that shakes like two of San Francisco's most 
famous quakes, a planetarium show, interactive dis- 
plays, and more. Daily. Color of Life: The Academy's 
bright new summer show celebrates the chromatic 
diversity of nature with live animals, interactive 
displays, dioramas, videos, and more. Daily. Penguin 
Feeding: Watch as the Academy's flightless friends 
are offered their breakfast and lunch. Daily, 10:30 
a.m. & 3 p.m. Coral Reef Dive: Scientists dive into the 
Academy's live coral tank and offer live explanations 
of its denizens. Daily, 11:30 a.m. & 2:30 p.m. Sharks 
and Rays: Learn about the Reef Lagoon’s residents. 
Tuesdays, Thursdays, 1:30 p.m. Ssssnake Encounter: 
Get up close and personal with some of the Acade- 
my’s scaly, slithering inhabitants. Daily, 3:30 p.m. 
NightLife: Weekly afterhours party featuring dance 
music, drinks, scientific presentations, hands-on 
activities, and more for people who like to pair their 
intellectual curiosity with a cocktail. Thursdays, 6-10 
p.m. $10-$12. calacademy.org/events/nightlife. 55 
Music Concourse, San Francisco, 415-379-8000, 
calacademy.org. 


Chinese Historical Society of America. The Chinese of 
America: Toward a More Perfect Union: This bilingual 
exhibit follows the course of Chinese-American 
immigration from the 19th century to today via 
photographs, artifacts, and historical narratives. 
Tuesdays-Saturdays. Free. 965 Clay, San Francisco, 
415-391-1188, chsa.org. 

Contemporary Jewish Museum. Hardly Strictly Warren 
Hellman: Anyone lucky enough to meet Warren 
Hellman, or see him perform at his signature cultural 
creation, Hardly Strictly Bluegrass, witnessed the 
utter joy and humanity that emanated from his 
being (and his banjo). The Contemporary Jewish 
Museum assembles rarely-seen videos of Hellman’s 
performances in Golden Gate Park, along with 
special personal possessions like a banjo signed 
by star performers and a jacket covered with 
rhinestones and a Star of David. Mondays, Tuesdays, 
Thursdays-Sundays. Lamp of the Covenant: Dave 
Lane, often described as “an outsider artist,” has 
repurposed 6 tons of steel into a 90-foot sheath 
of globes, light bulbs, old tools, and other objects 
that hang over the museum's central lobby. Like the 
eternal light that can be found in every synagogue, 
Lane's gigantic lamp can be seen as a symbol of 
higher connection — both literally and figuratively. 
Mondays, Tuesdays, Thursdays-Sundays. 736 Mission, 
San Francisco, 415-655-7800, thecjm.org. 

Exploratorium. Tactile Dome: One of the Explor- 
atorium’s earliest exhibits — a pitch-black maze 
designed to heighten one’s awareness of the sense 
of touch — reopens at the new location after a slight 
redesign. Tuesdays-Sundays. $12-$15 (in addition to 
regular museum admission). Permanent Exhibits: 
The family science museum's gigantic new complex 
is split into six separate gallery sections that focus 
on human behavior, senses & perception, biology, 
the environment, and much more — all with the 
Exploratorium’s famously whimsical and interactive 
features. Tuesdays-Sundays, 10 a.m.-5 p.m. After 
Dark: Leave the kids at home — this monthly party 
features adult-themed science programs, perfor- 
mances, and cocktails. Y'know, stuff grown-ups like. 
Ages 18+ only. First Thursday of every month, 6-10 
p.m. $10-$15. Pier 15, San Francisco, 415-528-4444, 
exploratorium.edu. 

GLBT History Museum. Queer Past Becomes Present: 
Multipart exhibit tracing the history of queer youth 
activism, exploring lost S.F. “gayborhoods,” paying 
tribute to pioneering lesbian magazine The Ladder, 
spotlighting Bay Area HIV/AIDS organizations, and 
more. Mondays, Wednesdays-Sundays. 30 Years 
of Collecting Art That Tells Our Stories: Elisabeth 
Cornu curates a selection of visual art that recalls 
scenes from the heady, hot, turbulent days of 
gay life from the 1960s to the 1990s. Mondays, 
Wednesdays-Sundays. 4127 18th St., San Francisco, 
415-621-1107, glbthistorymuseum.org. 

Legion of Honor. The Salon Doré: Recently restored, 
this installation recreates the extravagant French 
Neoclassical interior of the Hotel de la Trémoille in 
Paris. Tuesdays-Sundays. Bowles Porcelain Gallery: 
Porcelain from England and continental Europe. 
Tuesdays-Sundays. 100 34th Ave., San Francisco, 
415-750-3600, legionofhonor.famsf.org. 

San Francisco Maritime National Historical Park 
Visitor Center. A Walk Along the Waterfront: Historic 
memorabilia, nautical artifacts, slide presentations, 
and large-scale decorative installations recreate the 
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explores the centuries-long history of immigration and trade between 


America and China. 


sights and sounds of San Francisco's bustling shipping 
and fishing industries in this free daily exhibit. Daily, 
9:30 a.m.-5 p.m. Free. 499 Jefferson, San Francisco, 
415-447-5000, nps.gov/safr. 

San Francisco Museum of Modern Art (SFMOMA). 
Picturing Modernity: Selections from the SFMOMA 
Collection: An exhibition of photographs from SFMO- 
MA’s own collection that illustrate a wide range of 
photographic styles. Daily. 151 3rd St., San Francisco, 
415-357-4000, www.sfmoma.org. 

Yerba Buena Center for the Arts. Murmur Wall: Located 
by the YBCA steps at 701 Mission, this Future Cities 
Lab installation lights up as it incorporates local 
trending search engine results and social media 
postings. Onlookers can offer their own contribu- 


W wrorvisiss 


tions, which feed into the data stream, light up the 
sculpture, and reflect the city's volatile internet 
habits. Through May 31, 2017. Free. 701 Mission, San 
Francisco, 415-978-2787, ybca.org. 


FRIDAY, NOV. 4 


Aquarium of the Bay. Otters: Watershed Ambassadors: 
The AOTB's newest exhibit brings an adorable 
romp of North American river otters to Pier 39. 
Daily. Embarcadero, San Francisco, 415-623-5300, 
aquariumofthebay.org. 

Asian Art Museum. In a New Light: The Asian Art 
Museum Collection: More than 2,500 objects from 
the museum's permanent collection explore the 
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major cultures of Asia. Tuesdays-Sundays. 200 
Larkin, San Francisco, 415-581-3500, asianart.org. 

The Beat Museum. Permanent Collection: Glimpse 
into the poetic, exuberant lives of Jack Kerouac, 
Lawrence Ferlinghetti, Allen Ginsberg, Neal Cassady, 
and other Beat Generation characters via original 
manuscripts, memorabilia, letters, personal items, 
and other ephemera. Daily, 10 a.m.-7 p.m. $5-$8. 
540 Broadway, San Francisco, 415-399-9626, the- 
beatmuseum.org. 

Cable Car Museum. Permanent Collection: Located 
in a historic cable car powerhouse, the museum 
displays a variety of cable car gear, photographs, 
installations explaining how the cars work, and 
several antique vehicles. Daily. Free. 1201 Mason, 
San Francisco, 415-474-1887, cablecarmuseum.org. 

California Academy of Sciences. Animal Attraction: 
Exhibit about the wild courtship and mating strate- 
gies in the animal kingdom. Daily. Earthquake: Treat 
your senses to seismic overload in this exhibit that 
includes a walk-in Earth model illustrating plate 
tectonics, a recreation of a Victorian salon that 
shakes like two of San Francisco's most famous 
quakes, a planetarium show, interactive displays, 
and more. Daily. Color of Life: The Academy's 
bright new summer show celebrates the chromatic 
diversity of nature with live animals, interactive 
displays, dioramas, videos, and more. Daily. Hab- 
itat Earth: The California Academy of Sciences’ 
newest planetarium show redefines the traditional 
concept of astronomical presentation, turning the 
telescopes around and focusing on the greatest 
wonder of the universe — Earth itself — as it invites 
viewers to discover what it means to live in today’s 
connected world on the only planet known to sustain 
biodiversity and life. Daily. Penguin Feeding: Watch 
as the Academy's flightless friends are offered their 
breakfast and lunch. Daily, 10:30 a.m. & 3 p.m. Coral 
Reef Dive: Scientists dive into the Academy's live 
coral tank and offer live explanations of its denizens. 
Daily, 11:30 a.m. & 2:30 p.m. Ssssnake Encounter: Get 
up close and personal with some of the Academy's 
scaly, slithering inhabitants. Daily, 3:30 p.m. 55 
Music Concourse, San Francisco, 415-379-8000, 


calacademy.org. 

Chinese Historical Society of America. The Chinese of 
America: Toward a More Perfect Union: This bilingual 
exhibit follows the course of Chinese-American 
immigration from the 19th century to today via 
photographs, artifacts, and historical narratives. 
Tuesdays-Saturdays. Free. 965 Clay, San Francisco, 
415-391-1188, chsa.org. 

Contemporary Jewish Museum. Hardly Strictly Warren 
Hellman: Anyone lucky enough to meet Warren 
Hellman, or see him perform at his signature cultural 
creation, Hardly Strictly Bluegrass, witnessed the 
utter joy and humanity that emanated from his 
being (and his banjo). The Contemporary Jewish 
Museum assembles rarely-seen videos of Hellman’s 
performances in Golden Gate Park, along with 
special personal possessions like a banjo signed 
by star performers and a jacket covered with 
rhinestones and a Star of David. Mondays, Tuesdays, 
Thursdays-Sundays. Lamp of the Covenant: Dave 
Lane, often described as “‘an outsider artist,” has 
repurposed 6 tons of steel into a 90-foot sheath 
of globes, light bulbs, old tools, and other objects 
that hang over the museum's central lobby. Like the 
eternal light that can be found in every synagogue, 
Lane's gigantic lamp can be seen as a symbol of 
higher connection — both literally and figuratively. 
Mondays, Tuesdays, Thursdays-Sundays. 736 Mission, 
San Francisco, 415-655-7800, thecjm.org. 

Exploratorium. Tactile Dome: One of the Explor- 
atorium’s earliest exhibits — a pitch-black maze 
designed to heighten one’s awareness of the sense 
of touch — reopens at the new location after a slight 
redesign. Tuesdays-Sundays. $12-$15 (in addition to 
regular museum admission). Permanent Exhibits: 
The family science museum's gigantic new complex 
is split into six separate gallery sections that focus 
on human behavior, senses & perception, biology, 
the environment, and much more — all with the 
Exploratorium’s famously whimsical and interactive 
features. Tuesdays-Sundays, 10 a.m.-5 p.m. Pier 15, 
San Francisco, 415-528-4444, exploratorium.edu. 

GLBT History Museum. Queer Past Becomes Present: 
Multipart exhibit tracing the history of queer youth 
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activism, exploring lost S.F. “gayborhoods,” paying 
tribute to pioneering lesbian magazine The Ladder, 
spotlighting Bay Area HIV/AIDS organizations, and 
more. Mondays, Wednesdays-Sundays. 30 Years 
of Collecting Art That Tells Our Stories: Elisabeth 
Cornu curates a selection of visual art that recalls 
scenes from the heady, hot, turbulent days of 
gay life from the 1960s to the 1990s. Mondays, 
Wednesdays-Sundays. 4127 18th St., San Francisco, 
415-621-1107, glbthistorymuseum.org. 

Legion of Honor. The Salon Doré: Recently restored, 
this installation recreates the extravagant French 
Neoclassical interior of the Hotel de la Trémoille in 
Paris. Tuesdays-Sundays. Bowles Porcelain Gallery: 
Porcelain from England and continental Europe. 
Tuesdays-Sundays. 100 34th Ave., San Francisco, 
415-750-3600, legionofhonor.famsf.org. 

San Francisco Maritime National Historical Park 
Visitor Center. A Walk Along the Waterfront: Historic 
memorabilia, nautical artifacts, slide presentations, 
and large-scale decorative installations recreate the 
sights and sounds of San Francisco's bustling shipping 
and fishing industries in this free daily exhibit. Daily, 
9:30 a.m.-5 p.m. Free. 499 Jefferson, San Francisco, 
415-447-5000, nps.gov/safr. 

San Francisco Museum of Modern Art (SFMOMA). 
Picturing Modernity: Selections from the SFMOMA 
Collection: An exhibition of photographs from SFMO- 
MA's own collection that illustrate a wide range of 
photographic styles. Daily. 151 3rd St., San Francisco, 
415-357-4000, www.sfmoma.org. 

Yerba Buena Center for the Arts. Murmur Wall: Located 
by the YBCA steps at 701 Mission, this Future Cities 
Lab installation lights up as it incorporates local 
trending search engine results and social media 
postings. Onlookers can offer their own contribu- 
tions, which feed into the data stream, light up the 
sculpture, and reflect the city's volatile internet 
habits. Through May 31, 2017. Free. 701 Mission, San 
Francisco, 415-978-2787, ybca.org. 


SATURDAY, NOV. 5 


Aquarium of the Bay. Otters: Watershed Ambassadors: 
The AOTB’s newest exhibit brings an adorable 
romp of North American river otters to Pier 39. 
Daily. Embarcadero, San Francisco, 415-623-5300, 
aquariumofthebay.org. 

Asian Art Museum. In a New Light: The Asian Art 
Museum Collection: More than 2,500 objects from 
the museum's permanent collection explore the 
major cultures of Asia. Tuesdays-Sundays. 200 
Larkin, San Francisco, 415-581-3500, asianart.org. 

The Beat Museum. Permanent Collection: Glimpse 
into the poetic, exuberant lives of Jack Kerouac, 
Lawrence Ferlinghetti, Allen Ginsberg, Neal Cassady, 
and other Beat Generation characters via original 
manuscripts, memorabilia, letters, personal items, 
and other ephemera. Daily, 10 a.m.-7 p.m. $5-$8. 
540 Broadway, San Francisco, 415-399-9626, the- 
beatmuseum.org. 

Cable Car Museum. Permanent Collection: Located 
in a historic cable car powerhouse, the museum 
displays a variety of cable car gear, photographs, 
installations explaining how the cars work, and 
several antique vehicles. Daily. Free. 1201 Mason, 
San Francisco, 415-474-1887, cablecarmuseum.org. 

California Academy of Sciences. Animal Attraction: 
Exhibit about the wild courtship and mating strate- 
gies in the animal kingdom. Daily. Earthquake: Treat 
your senses to seismic overload in this exhibit that 
includes a walk-in Earth model illustrating plate 
tectonics, a recreation of a Victorian salon that 
shakes like two of San Francisco's most famous 
quakes, a planetarium show, interactive displays, 
and more. Daily. Color of Life: The Academy's 
bright new summer show celebrates the chromatic 
diversity of nature with live animals, interactive 
displays, dioramas, videos, and more. Daily. Hab- 
itat Earth: The California Academy of Sciences’ 
newest planetarium show redefines the traditional 
concept of astronomical presentation, turning the 
telescopes around and focusing on the greatest 
wonder of the universe — Earth itself — as it invites 
viewers to discover what it means fo live in today’s 
connected world on the only planet known to sustain 
biodiversity and life. Daily. Penguin Feeding: Watch 
as the Academy's flightless friends are offered their 
breakfast and lunch. Daily, 10:30 a.m. & 3 p.m. Coral 
Reef Dive: Scientists dive into the Academy's live 
coral tank and offer live explanations of its denizens. 
Daily, 11:30 a.m. & 2:30 p.m. Ssssnake Encounter: Get 


up close and personal with some of the Academy's 
scaly, slithering inhabitants. Daily, 3:30 p.m. 55 
Music Concourse, San Francisco, 415-379-8000, 
calacademy.org. 

Chinese Historical Society of America. The Chinese of 
America: Toward a More Perfect Union: This bilingual 
exhibit follows the course of Chinese-American 
immigration from the 19th century to today via 
photographs, artifacts, and historical narratives. 
Tuesdays-Saturdays. Free. Chinese American: 
Exclusion/Inclusion: This exhibition features re- 
productions from the New-York Historical Society's 
holdings, interactive media, evocative re-creations, 
and CHSA’s own historic Chinatown paintings by 
Jake Lee. Starting Nov. 5. Daily. Free. 415-391-1188. 
info@chsa.org. chsa.org. 965 Clay, San Francisco, 
415-391-1188, chsa.org. 

Contemporary Jewish Museum. Lamp of the Covenant: 
Dave Lane, often described as “an outsider artist,” 
has repurposed 6 tons of steel into a 90-foot sheath 
of globes, light bulbs, old tools, and other objects 
that hang over the museum's central lobby. Like the 
eternal light that can be found in every synagogue, 
Lane's gigantic lamp can be seen as a symbol of 
higher connection — both literally and figuratively. 
Mondays, Tuesdays, Thursdays-Sundays. Hardly 
Strictly Warren Hellman: Anyone lucky enough to 
meet Warren Hellman, or see him perform at his 
signature cultural creation, Hardly Strictly Bluegrass, 
witnessed the utter joy and humanity that emanated 
from his being (and his banjo). The Contemporary 
Jewish Museum assembles rarely-seen videos 
of Hellman's performances in Golden Gate Park, 
along with special personal possessions like a banjo 
signed by star performers and a jacket covered with 
rhinestones and a Star of David. Mondays, Tuesdays, 
Thursdays-Sundays. 736 Mission, San Francisco, 
415-655-7800, thecjm.org. 

Exploratorium. Tactile Dome: One of the Explor- 
atorium’s earliest exhibits — a pitch-black maze 
designed to heighten one’s awareness of the sense 
of touch — reopens at the new location after a slight 
redesign. Tuesdays-Sundays. $12-$15 (in addition to 
regular museum admission). Permanent Exhibits: 
The family science museum's gigantic new complex 
is split into six separate gallery sections that focus 
on human behavior, senses & perception, biology, 
the environment, and much more — all with the 
Exploratorium’s famously whimsical and interactive 
features. Tuesdays-Sundays, 10 a.m.-5 p.m. Pier 15, 
San Francisco, 415-528-4444, exploratorium.edu. 

GLBT History Museum. Queer Past Becomes Present: 
Multipart exhibit tracing the history of queer youth 
activism, exploring lost S.F. “gayborhoods,” paying 
tribute to pioneering lesbian magazine The Ladder, 
spotlighting Bay Area HIV/AIDS organizations, and 
more. Mondays, Wednesdays-Sundays. 30 Years 
of Collecting Art That Tells Our Stories: Elisabeth 
Cornu curates a selection of visual art that recalls 
scenes from the heady, hot, turbulent days of 
gay life from the 1960s to the 1990s. Mondays, 
Wednesdays-Sundays. 4127 18th St., San Francisco, 
415-621-1107, glbthistorymuseum.org. 

Legion of Honor. The Salon Doré: Recently restored, 
this installation recreates the extravagant French 
Neoclassical interior of the Hotel de la Trémoille in 
Paris. Tuesdays-Sundays. Bowles Porcelain Gallery: 
Porcelain from England and continental Europe. 
Tuesdays-Sundays. 100 34th Ave., San Francisco, 
415-750-3600, legionofhonor.famsf.org. 

Randall Museum. Meet the Animals: Live presenta- 
tions about the animals who live at the museum. 
Saturdays, 11 a.m. Free. 199 Museum, San Francisco, 
415-554-9600, randallmuseum.org. 

Randall Museum @ Mission Art Center. Drop-In 
Science Workshop: Each week kids and parents 
can participate in artistic activities that illuminate 
some aspect of science. Saturdays, 10:30 a.m. $3- 
$5. Meet the Animals: Though the Randall's regular 
facilities in Corona Heights are temporarily closed, 
the animals who live at the museum will make weekly 
trips down to the Mission for free live presentations. 
Saturdays, 11 a.m. Free. Drop-In Art Workshop: Get 
creative with arts and crafts projects for children 
and parents alike. Saturdays, 1 p.m. $3-$5. 745 Treat, 
San Francisco, 415-554-9600, randallmuseum.org. 

San Francisco Maritime National Historical Park 
Visitor Center. A Walk Along the Waterfront: Historic 
memorabilia, nautical artifacts, slide presentations, 
and large-scale decorative installations recreate the 
sights and sounds of San Francisco's bustling shipping 
and fishing industries in this free daily exhibit. Daily, 
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9:30 a.m.-5 p.m. Free. 499 Jefferson, San Francisco, 
415-447-5000, nps.gov/safr. 

San Francisco Museum of Modern Art (SFMOMA). 
Picturing Modernity: Selections from the SFMOMA 
Collection: An exhibition of photographs from SFMO- 
MA's own collection that illustrate a wide range of 
photographic styles. Daily. 151 3rd St., San Francisco, 
415-357-4000, www.sfmoma.org. 

Yerba Buena Center for the Arts. Murmur Wall: Located 
by the YBCA steps at 701 Mission, this Future Cities 
Lab installation lights up as it incorporates local 
trending search engine results and social media 
postings. Onlookers can offer their own contribu- 
tions, which feed into the data stream, light up the 
sculpture, and reflect the city's volatile internet 
habits. Through May 31, 2017. Free. 701 Mission, San 
Francisco, 415-978-2787, ybca.org. 


SUNDAY, NOV. 6 


Aquarium of the Bay. Otters: Watershed Ambassadors: 
The AOTB’s newest exhibit brings an adorable 
romp of North American river otters to Pier 39. 
Daily. Embarcadero, San Francisco, 415-623-5300, 
aquariumofthebay.org. 

Asian Art Museum. In a New Light: The Asian Art 
Museum Collection: More than 2,500 objects from 
the museum's permanent collection explore the 
major cultures of Asia. Tuesdays-Sundays. 200 
Larkin, San Francisco, 415-581-3500, asianart.org. 

The Beat Museum. Permanent Collection: Glimpse 
into the poetic, exuberant lives of Jack Kerouac, 
Lawrence Ferlinghetti, Allen Ginsberg, Neal Cassady, 
and other Beat Generation characters via original 
manuscripts, memorabilia, letters, personal items, 
and other ephemera. Daily, 10 a.m.-7 p.m. $5-$8. 
540 Broadway, San Francisco, 415-399-9626, the- 
beatmuseum.org. 

Cable Car Museum. Permanent Collection: Located 
in a historic cable car powerhouse, the museum 
displays a variety of cable car gear, photographs, 
installations explaining how the cars work, and 
several antique vehicles. Daily. Free. 1201 Mason, 
San Francisco, 415-474-1887, cablecarmuseum.org. 

California Academy of Sciences. Animal Attrac- 
tion: Exhibit about the wild courtship and mating 
strategies in the animal kingdom. Daily. Color of 
Life: The Academy's bright new summer show 
celebrates the chromatic diversity of nature with 
live animals, interactive displays, dioramas, videos, 
and more. Daily. Earthquake: Treat your senses to 
seismic overload in this exhibit that includes a 
walk-in Earth model illustrating plate tectonics, a 
recreation of a Victorian salon that shakes like two 
of San Francisco's most famous quakes, a plane- 
tarium show, interactive displays, and more. Daily. 
Habitat Earth: The California Academy of Sciences’ 
newest planetarium show redefines the traditional 
concept of astronomical presentation, turning the 
telescopes around and focusing on the greatest 
wonder of the universe — Earth itself — as it invites 
viewers to discover what it means to live in today's 
connected world on the only planet known to sustain 
biodiversity and life. Daily. Penguin Feeding: Watch 
as the Academy's flightless friends are offered their 
breakfast and lunch. Daily, 10:30 a.m. & 3 p.m. Coral 
Reef Dive: Scientists dive into the Academy's live 
coral tank and offer live explanations of its denizens. 
Daily, 11:30 a.m. & 2:30 p.m. Ssssnake Encounter: Get 
up close and personal with some of the Academy's 
scaly, slithering inhabitants. Daily, 3:30 p.m. 55 
Music Concourse, San Francisco, 415-379-8000, 
calacademy.org. 

Chinese Historical Society of America. Chinese Amer- 
ican: Exclusion/Inclusion: This exhibition features 
reproductions from the New-York Historical Society's 
holdings, interactive media, evocative re-creations, 
and CHSA’s own historic Chinatown paintings by 
Jake Lee. Starting Nov. 5. Daily. Free. 415-391-1188. 
info@chsa.org. chsa.org. 965 Clay, San Francisco, 
415-391-1188, chsa.org. 

Contemporary Jewish Museum. Hardly Strictly Warren 
Hellman: Anyone lucky enough to meet Warren 
Hellman, or see him perform at his signature cultural 
creation, Hardly Strictly Bluegrass, witnessed the 
utter joy and humanity that emanated from his 
being (and his banjo). The Contemporary Jewish 
Museum assembles rarely-seen videos of Hellman’s 
performances in Golden Gate Park, along with 
special personal possessions like a banjo signed 
by star performers and a jacket covered with 
rhinestones and a Star of David. Mondays, Tuesdays, 
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Thursdays-Sundays. Lamp of the Covenant: Dave 
Lane, often described as “an outsider artist,” has 
repurposed 6 tons of steel into a 90-foot sheath 
of globes, light bulbs, old tools, and other objects 
that hang over the museum's central lobby. Like the 
eternal light that can be found in every synagogue, 
Lane's gigantic lamp can be seen as a symbol of 
higher connection — both literally and figuratively. 
Mondays, Tuesdays, Thursdays-Sundays. 736 Mission, 
San Francisco, 415-655-7800, thecjm.org. 

Exploratorium. Tactile Dome: One of the Explor- 
atorium’s earliest exhibits — a pitch-black maze 
designed to heighten one's awareness of the sense 
of touch — reopens at the new location after a slight 
redesign. Tuesdays-Sundays. $12-$15 (in addition to 
regular museum admission). Permanent Exhibits: 
The family science museum's gigantic new complex 
is split into six separate gallery sections that focus 
on human behavior, senses & perception, biology, 
the environment, and much more — all with the 
Exploratorium’s famously whimsical and interactive 
features. Tuesdays-Sundays, 10 a.m.-5 p.m. Pier 15, 
San Francisco, 415-528-4444, exploratorium.edu. 

GLBT History Museum. Queer Past Becomes Present: 
Multipart exhibit tracing the history of queer youth 
activism, exploring lost S.F. “gayborhoods,” paying 
tribute to pioneering lesbian magazine The Ladder, 
spotlighting Bay Area HIV/AIDS organizations, and 
more. Mondays, Wednesdays-Sundays. 30 Years 
of Collecting Art That Tells Our Stories: Elisabeth 
Cornu curates a selection of visual art that recalls 
scenes from the heady, hot, turbulent days of 
gay life from the 1960s to the 1990s. Mondays, 
Wednesdays-Sundays. 4127 18th St., San Francisco, 
415-621-1107, glbthistorymuseum.org. 

Legion of Honor. The Salon Doré: Recently restored, 
this installation recreates the extravagant French 
Neoclassical interior of the Hotel de la Trémoille in 
Paris. Tuesdays-Sundays. Bowles Porcelain Gallery: 
Porcelain from England and continental Europe. 
Tuesdays-Sundays. 100 34th Ave., San Francisco, 
415-750-3600, legionofhonor.famsf.org. 

San Francisco Maritime National Historical Park 
Visitor Center. A Walk Along the Waterfront: Historic 
memorabilia, nautical artifacts, slide presentations, 
and large-scale decorative installations recreate the 
sights and sounds of San Francisco's bustling shipping 
and fishing industries in this free daily exhibit. Daily, 
9:30 a.m.-5 p.m. Free. 499 Jefferson, San Francisco, 
415-447-5000, nps.gov/safr. 

San Francisco Museum of Modern Art (SFMOMA). 
Picturing Modernity: Selections from the SFMOMA 
Collection: An exhibition of photographs from SFMO- 
MA's own collection that illustrate a wide range of 
photographic styles. Daily. 151 3rd St., San Francisco, 
415-357-4000, www.sfmoma.org. 

Yerba Buena Center for the Arts. Murmur Wall: Located 
by the YBCA steps at 701 Mission, this Future Cities 
Lab installation lights up as it incorporates local 
trending search engine results and social media 
postings. Onlookers can offer their own contribu- 
tions, which feed into the data stream, light up the 
sculpture, and reflect the city's volatile internet 
habits. Through May 31, 2017. Free. 701 Mission, San 
Francisco, 415-978-2787, ybca.org. 


MONDAY, NOV. 7 


Aquarium of the Bay. Otters: Watershed Ambassadors: 
The AOTB’s newest exhibit brings an adorable 
romp of North American river otters to Pier 39. 
Daily. Embarcadero, San Francisco, 415-623-5300, 
aquariumofthebay.org. 

The Beat Museum. Permanent Collection: Glimpse 
into the poetic, exuberant lives of Jack Kerouac, 
Lawrence Ferlinghetti, Allen Ginsberg, Neal Cassady, 
and other Beat Generation characters via original 
manuscripts, memorabilia, letters, personal items, 
and other ephemera. Daily, 10 a.m.-7 p.m. $5-$8. 
540 Broadway, San Francisco, 415-399-9626, the- 
beatmuseum.org. 

Cable Car Museum. Permanent Collection: Located 
in a historic cable car powerhouse, the museum 
displays a variety of cable car gear, photographs, 
installations explaining how the cars work, and 
several antique vehicles. Daily. Free. 1201 Mason, 
San Francisco, 415-474-1887, cablecarmuseum.org. 

California Academy of Sciences. Color of Life: The 
Academy's bright new summer show celebrates the 
chromatic diversity of nature with live animals, inter- 
active displays, dioramas, videos, and more. Daily. 
Animal Attraction: Exhibit about the wild courtship 
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and mating strategies in the animal kingdom. Daily. 
Habitat Earth: The California Academy of Sciences’ 
newest planetarium show redefines the traditional 
concept of astronomical presentation, turning the 
telescopes around and focusing on the greatest 
wonder of the universe — Earth itself — as it invites 
viewers to discover what it means fo live in today’s 
connected world on the only planet known to sustain 
biodiversity and life. Daily. Earthquake: Treat your 
senses to seismic overload in this exhibit that 
includes a walk-in Earth model illustrating plate tec- 
tonics, a recreation of a Victorian salon that shakes 
like two of San Francisco's most famous quakes, a 
planetarium show, interactive displays, and more. 
Daily. Penguin Feeding: Watch as the Academy's 
flightless friends are offered their breakfast and 
lunch. Daily, 10:30 a.m. & 3 p.m. Coral Reef Dive: 
Scientists dive into the Academy's live coral tank 
and offer live explanations of its denizens. Daily, 
11:30 a.m. & 2:30 p.m. Ssssnake Encounter: Get up 
close and personal with some of the Academy's 
scaly, slithering inhabitants. Daily, 3:30 p.m. 55 
Music Concourse, San Francisco, 415-379-8000, 
calacademy.org. 


Chinese Historical Society of America. Chinese Amer- 


ican: Exclusion/Inclusion: This exhibition features 
reproductions from the New-York Historical Society's 
holdings, interactive media, evocative re-creations, 
and CHSA’s own historic Chinatown paintings by 
Jake Lee. Starting Nov. 5. Daily. Free. 415-391-1188. 
info@chsa.org. chsa.org. 965 Clay, San Francisco, 
415-391-1188, chsa.org. 


Contemporary Jewish Museum. Lamp of the Covenant: 


Dave Lane, often described as “an outsider artist,” 
has repurposed 6 tons of steel into a 90-foot sheath 
of globes, light bulbs, old tools, and other objects 
that hang over the museum's central lobby. Like the 
eternal light that can be found in every synagogue, 
Lane's gigantic lamp can be seen as a symbol of 
higher connection — both literally and figuratively. 
Mondays, Tuesdays, Thursdays-Sundays. Hardly 
Strictly Warren Hellman: Anyone lucky enough to 
meet Warren Hellman, or see him perform at his 
signature cultural creation, Hardly Strictly Bluegrass, 
witnessed the utter joy and humanity that emanated 
from his being (and his banjo). The Contemporary 
Jewish Museum assembles rarely-seen videos 
of Hellman's performances in Golden Gate Park, 
along with special personal possessions like a banjo 
signed by star performers and a jacket covered with 
rhinestones and a Star of David. Mondays, Tuesdays, 
Thursdays-Sundays. 736 Mission, San Francisco, 
415-655-7800, thecjm.org. 


GLBT History Museum. Queer Past Becomes Present: 


Multipart exhibit tracing the history of queer youth 
activism, exploring lost S.F. “gayborhoods,” paying 
tribute to pioneering lesbian magazine The Ladder, 
spotlighting Bay Area HIV/AIDS organizations, and 
more. Mondays, Wednesdays-Sundays. 30 Years 
of Collecting Art That Tells Our Stories: Elisabeth 
Cornu curates a selection of visual art that recalls 
scenes from the heady, hot, turbulent days of 
gay life from the 1960s to the 1990s. Mondays, 
Wednesdays-Sundays. 4127 18th St., San Francisco, 
415-621-1107, glbthistorymuseum.org. 


San Francisco Maritime National Historical Park 


Visitor Center. A Walk Along the Waterfront: Historic 
memorabilia, nautical artifacts, slide presentations, 
and large-scale decorative installations recreate the 
sights and sounds of San Francisco's bustling shipping 
and fishing industries in this free daily exhibit. Daily, 
9:30 a.m.-5 p.m. Free. 499 Jefferson, San Francisco, 
415-447-5000, nps.gov/safr. 


San Francisco Museum of Modern Art (SFMOMA). 


Picturing Modernity: Selections from the SFMOMA 
Collection: An exhibition of photographs from SFMO- 
MA's own collection that illustrate a wide range of 
photographic styles. Daily. 151 3rd St., San Francisco, 
415-357-4000, www.sfmoma.org. 


Yerba Buena Center for the Arts. Murmur Wall: Located 


by the YBCA steps at 701 Mission, this Future Cities 
Lab installation lights up as it incorporates local 
trending search engine results and social media 
postings. Onlookers can offer their own contribu- 
tions, which feed into the data stream, light up the 
sculpture, and reflect the city's volatile internet 
habits. Through May 31, 2017. Free. 701 Mission, San 
Francisco, 415-978-2787, ybca.org. 


TUESDAY, NOV. & 


Aquarium of the Bay. Otters: Watershed Ambassadors: 


EDITOR'S NOTE 


The AOTB’s newest exhibit brings an adorable 
romp of North American river otters to Pier 39. 
Daily. Embarcadero, San Francisco, 415-623-5300, 
aquariumofthebay.org. 


Asian Art Museum. In a New Light: The Asian Art 


Museum Collection: More than 2,500 objects from 
the museum's permanent collection explore the 
major cultures of Asia. Tuesdays-Sundays. 200 
Larkin, San Francisco, 415-581-3500, asianart.org. 


The Beat Museum. Permanent Collection: Glimpse 


into the poetic, exuberant lives of Jack Kerouac, 
Lawrence Ferlinghetti, Allen Ginsberg, Neal Cassady, 
and other Beat Generation characters via original 
manuscripts, memorabilia, letters, personal items, 
and other ephemera. Daily, 10 a.m.-7 p.m. $5-$8. 
540 Broadway, San Francisco, 415-399-9626, the- 
beatmuseum.org. 


Cable Car Museum. Permanent Collection: Located 


in a historic cable car powerhouse, the museum 
displays a variety of cable car gear, photographs, 
installations explaining how the cars work, and 





GLACIER COUNTRY 


by SQUAW VALLEY 


several antique vehicles. Daily. Free. 1201 Mason, 
San Francisco, 415-474-1887, cablecarmuseum.org. 


California Academy of Sciences. Animal Attraction: 


Exhibit about the wild courtship and mating strate- 
gies in the animal kingdom. Daily. Color of Life: The 
Academy's bright new summer show celebrates 
the chromatic diversity of nature with live animals, 
interactive displays, dioramas, videos, and more. 
Daily. Earthquake: Treat your senses to seismic 
overload in this exhibit that includes a walk-in Earth 
model illustrating plate tectonics, a recreation of a 
Victorian salon that shakes like two of San Francisco's 
most famous quakes, a planetarium show, interactive 
displays, and more. Daily. Habitat Earth: The Califor- 
nia Academy of Sciences’ newest planetarium show 
redefines the traditional concept of astronomical 
presentation, turning the telescopes around and 
focusing on the greatest wonder of the universe — 
Earth itself — as it invites viewers to discover what it 
means to live in today's connected world on the only 
planet known to sustain biodiversity and life. Daily. 
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Penguin Feeding: Watch as the Academy's flightless 
friends are offered their breakfast and lunch. Daily, 
10:30 a.m. & 3 p.m. Coral Reef Dive: Scientists dive 
into the Academy's live coral tank and offer live 
explanations of its denizens. Daily, 11:30 a.m. & 
2:30 p.m. Sharks and Rays: Learn about the Reef 
Lagoon's residents. Tuesdays, Thursdays, 1:30 p.m. 
Ssssnake Encounter: Get up close and personal with 
some of the Academy's scaly, slithering inhabitants. 
Daily, 3:30 p.m. 55 Music Concourse, San Francisco, 
415-379-8000, calacademy.org. 


Chinese Historical Society of America. The Chinese of 


America: Toward a More Perfect Union: This bilingual 
exhibit follows the course of Chinese-American 
immigration from the 19th century to today via 
photographs, artifacts, and historical narratives. 
Tuesdays-Saturdays. Free. Chinese American: 
Exclusion/Inclusion: This exhibition features re- 
productions from the New-York Historical Society's 
holdings, interactive media, evocative re-creations, 
and CHSA’s own historic Chinatown paintings by 
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Jake Lee. Starting Nov. 5. Daily. Free. 415-391-1188. 
info@chsa.org. chsa.org. 965 Clay, San Francisco, 
415-391-1188, chsa.org. 

Contemporary Jewish Museum. Hardly Strictly Warren 
Hellman: Anyone lucky enough to meet Warren 
Hellman, or see him perform at his signature cultural 
creation, Hardly Strictly Bluegrass, witnessed the 
utter joy and humanity that emanated from his 
being (and his banjo). The Contemporary Jewish 
Museum assembles rarely-seen videos of Hellman’s 
performances in Golden Gate Park, along with 
special personal possessions like a banjo signed 
by star performers and a jacket covered with 
rhinestones and a Star of David. Mondays, Tuesdays, 
Thursdays-Sundays. Lamp of the Covenant: Dave 
Lane, often described as “‘an outsider artist,” has 
repurposed 6 tons of steel into a 90-foot sheath 
of globes, light bulbs, old tools, and other objects 
that hang over the museum's central lobby. Like the 
eternal light that can be found in every synagogue, 
Lane's gigantic lamp can be seen as a symbol of 
higher connection — both literally and figuratively. 
Mondays, Tuesdays, Thursdays-Sundays. 736 Mission, 
San Francisco, 415-655-7800, thecjm.org. 

Exploratorium. Tactile Dome: One of the Explor- 
atorium’s earliest exhibits — a pitch-black maze 
designed to heighten one’s awareness of the sense 
of touch — reopens at the new location after a slight 
redesign. Tuesdays-Sundays. $12-$15 (in addition to 
regular museum admission). Permanent Exhibits: 
The family science museum's gigantic new complex 
is split into six separate gallery sections that focus 
on human behavior, senses & perception, biology, 
the environment, and much more — all with the 
Exploratorium’s famously whimsical and interactive 
features. Tuesdays-Sundays, 10 a.m.-5 p.m. Pier 15, 
San Francisco, 415-528-4444, exploratorium.edu. 

Legion of Honor. The Salon Doré: Recently restored, 
this installation recreates the extravagant French 
Neoclassical interior of the Hotel de la Trémoille in 
Paris. Tuesdays-Sundays. Bowles Porcelain Gallery: 
Porcelain from England and continental Europe. 
Tuesdays-Sundays. 100 34th Ave., San Francisco, 
415-750-3600, legionofhonor.famsf.org. 

San Francisco Maritime National Historical Park 
Visitor Center. A Walk Along the Waterfront: Historic 
memorabilia, nautical artifacts, slide presentations, 
and large-scale decorative installations recreate the 
sights and sounds of San Francisco's bustling shipping 
and fishing industries in this free daily exhibit. Daily, 
9:30 a.m.-5 p.m. Free. 499 Jefferson, San Francisco, 
415-447-5000, nps.gov/safr. 

San Francisco Museum of Modern Art (SFMOMA). 
Picturing Modernity: Selections from the SFMOMA 
Collection: An exhibition of photographs from SFMO- 
MA's own collection that illustrate a wide range of 
photographic styles. Daily. 151 3rd St., San Francisco, 
415-357-4000, www.sfmoma.org. 

Yerba Buena Center for the Arts. Murmur Wall: Located 
by the YBCA steps at 701 Mission, this Future Cities 
Lab installation lights up as it incorporates local 
trending search engine results and social media 
postings. Onlookers can offer their own contribu- 
tions, which feed into the data stream, light up the 
sculpture, and reflect the city's volatile internet 
habits. Through May 31, 2017. Free. 701 Mission, San 
Francisco, 415-978-2787, ybca.org. 


WEDNESDAY, NOV. 9 


Aquarium of the Bay. Otters: Watershed Ambassadors: 
The AOTB’s newest exhibit brings an adorable 
romp of North American river otters to Pier 39. 
Daily. Embarcadero, San Francisco, 415-623-5300, 
aquariumofthebay.org. 

Asian Art Museum. In a New Light: The Asian Art 
Museum Collection: More than 2,500 objects from 
the museum's permanent collection explore the 
major cultures of Asia. Tuesdays-Sundays. 200 
Larkin, San Francisco, 415-581-3500, asianart.org. 

The Beat Museum. Permanent Collection: Glimpse 
into the poetic, exuberant lives of Jack Kerouac, 
Lawrence Ferlinghetti, Allen Ginsberg, Neal Cassady, 
and other Beat Generation characters via original 
manuscripts, memorabilia, letters, personal items, 
and other ephemera. Daily, 10 a.m.-7 p.m. $5-$8. 
540 Broadway, San Francisco, 415-399-9626, the- 
beatmuseum.org. 

Cable Car Museum. Permanent Collection: Located 
in a historic cable car powerhouse, the museum 
displays a variety of cable car gear, photographs, 
installations explaining how the cars work, and 
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several antique vehicles. Daily. Free. 1201 Mason, 
San Francisco, 415-474-1887, cablecarmuseum.org. 

California Academy of Sciences. Color of Life: The 
Academy's bright new summer show celebrates 
the chromatic diversity of nature with live animals, 
interactive displays, dioramas, videos, and more. 
Daily. Animal Attraction: Exhibit about the wild 
courtship and mating strategies in the animal 
kingdom. Daily. Earthquake: Treat your senses to 
seismic overload in this exhibit that includes a 
walk-in Earth model illustrating plate tectonics, a 
recreation of a Victorian salon that shakes like two 
of San Francisco's most famous quakes, a plane- 
tarium show, interactive displays, and more. Daily. 
Habitat Earth: The California Academy of Sciences’ 
newest planetarium show redefines the traditional 
concept of astronomical presentation, turning the 
telescopes around and focusing on the greatest 
wonder of the universe — Earth itself — as it invites 
viewers to discover what it means fo live in today's 
connected world on the only planet known to sustain 
biodiversity and life. Daily. Penguin Feeding: Watch 
as the Academy's flightless friends are offered their 
breakfast and lunch. Daily, 10:30 a.m. & 3 p.m. Coral 
Reef Dive: Scientists dive into the Academy's live 
coral tank and offer live explanations of its denizens. 
Daily, 11:30 a.m. & 2:30 p.m. Ssssnake Encounter: Get 
up close and personal with some of the Academy's 
scaly, slithering inhabitants. Daily, 3:30 p.m. 55 
Music Concourse, San Francisco, 415-379-8000, 
calacademy.org. 

Chinese Historical Society of America. Chinese Amer- 
ican: Exclusion/Inclusion: This exhibition features 
reproductions from the New-York Historical Society's 
holdings, interactive media, evocative re-creations, 
and CHSA's own historic Chinatown paintings by Jake 
Lee. Starting Nov. 5. Daily. Free. 415-391-1188. info@ 
chsa.org. chsa.org. The Chinese of America: Toward 
a More Perfect Union: This bilingual exhibit follows 
the course of Chinese-American immigration from 
the 19th century to today via photographs, artifacts, 
and historical narratives. Tuesdays-Saturdays. Free. 
965 Clay, San Francisco, 415-391-1188, chsa.org. 

Exploratorium. Tactile Dome: One of the Explor- 
atorium’s earliest exhibits — a pitch-black maze 
designed to heighten one’s awareness of the sense 
of touch — reopens at the new location after a slight 
redesign. Tuesdays-Sundays. $12-$15 (in addition to 
regular museum admission). Permanent Exhibits: 
The family science museum's gigantic new complex 
is split into six separate gallery sections that focus 
on human behavior, senses & perception, biology, 
the environment, and much more — all with the 
Exploratorium’s famously whimsical and interactive 
features. Tuesdays-Sundays, 10 a.m.-5 p.m. Pier 15, 
San Francisco, 415-528-4444, exploratorium.edu. 

GLBT History Museum. 30 Years of Collecting Art 
That Tells Our Stories: Elisabeth Cornu curates a 
selection of visual art that recalls scenes from the 
heady, hot, turbulent days of gay life from the 1960s 
to the 1990s. Mondays, Wednesdays-Sundays. Queer 
Past Becomes Present: Multipart exhibit tracing 
the history of queer youth activism, exploring lost 
S.F. “gayborhoods,” paying tribute to pioneering 
lesbian magazine The Ladder, spotlighting Bay 
Area HIV/AIDS organizations, and more. Mondays, 
Wednesdays-Sundays. 4127 18th St., San Francisco, 
415-621-1107, glbthistorymuseum.org. 

Legion of Honor. The Salon Doré: Recently restored, 
this installation recreates the extravagant French 
Neoclassical interior of the Hotel de la Trémoille in 
Paris. Tuesdays-Sundays. Bowles Porcelain Gallery: 
Porcelain from England and continental Europe. 
Tuesdays-Sundays. 100 34th Ave., San Francisco, 
415-750-3600, legionofhonor.famsf.org. 

San Francisco Maritime National Historical Park 
Visitor Center. A Walk Along the Waterfront: Historic 
memorabilia, nautical artifacts, slide presentations, 
and large-scale decorative installations recreate the 
sights and sounds of San Francisco's bustling shipping 
and fishing industries in this free daily exhibit. Daily, 
9:30 a.m.-5 p.m. Free. 499 Jefferson, San Francisco, 
415-447-5000, nps.gov/safr. 

San Francisco Museum of Modern Art (SFMOMA). 
Picturing Modernity: Selections from the SFMOMA 
Collection: An exhibition of photographs from SFMO- 
MA's own collection that illustrate a wide range of 
photographic styles. Daily. 151 3rd St., San Francisco, 
415-357-4000, www.sfmoma.org. 

Yerba Buena Center for the Arts. Murmur Wall: Located 
by the YBCA steps at 701 Mission, this Future Cities 
Lab installation lights up as it incorporates local 
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trending search engine results and social media 
postings. Onlookers can offer their own contribu- 
tions, which feed into the data stream, light up the 
sculpture, and reflect the city's volatile internet 
habits. Through May 31, 2017. Free. 701 Mission, San 
Francisco, 415-978-2787, ybca.org. 





THURSDAY, NOV. 3 


Beach Blanket Babylon: Steve Silver's musical revue 
spoofs pop culture with extravagant costumes. 
Wednesdays-Sundays, $25-$130, beachblanketbab- 
ylon.com. Club Fugazi, 678 Green, San Francisco, 
415-421-4222, beachblanketbabylon.com. 

The Hard Problem: A provocative drama of sex, science, 
and supercomputing. Razor-sharp psychology grad 
Hilary wins a prestigious brain research position 
that forces her to confront her lover (and academic 
advisor) in a fight to defend the soul, altruism, and 
even God from modern science. But as she competes 
for funding against a rival project racing to unlock 
the mathematical secrets behind stock market risk, 
Hilary realizes that her biggest threat is closer to 
home—her own genetic secret. Tuesdays-Sundays. 
Continues through Nov. 13, $25-$125. American Con- 
servatory Theater (A.C.T.), 415 Geary, San Francisco, 
415-749-2228, act-sf.org. 

Into the Beautiful North: Young Nayeli leaves her home 
in a sleepy little seaside town in Sinaloa, Mexico, 
with her two best friends. They are determined to 
go north, ona bold quest, across the border, to bring 
back seven Magnificent Mexican Men to defend their 
town from drug dealers and corrupt policemen. The 
epic journey takes the small band of intrepid adven- 
turers from Mexico, north to San Diego, and finally, 
of all places, to Kankakee, Illinois. Along the way, 
they meet aremarkable array of odd characters ina 
poignant odyssey full of beauty, humor, and bizarre 
encounters Thursdays-Sundays. Continues through 
Nov. 13, $15-$30. Berkeley City Club, 2315 Durant, 
Berkeley, 510-848-7800, berkeleyhistorichotel.com. 

The Lion King: Winner of six Tony Awards, including 
Best Musical, The Lion King brings together one of 
the most imaginative creative teams on Broadway. 
Tony Award-winning director Julie Taymor brings 
to life a story filled with hope and adventure set 
against an amazing backdrop of stunning visuals. 
The Lion King also features the extraordinary work 
of Tony Award-winning choreographer Garth Fagan 
and some of Broadway's most recognizable music, 
crafted by Tony Award-winning artists Elton John and 
Tim Rice. Wednesdays-Sundays. Continues through 
Dec. 31, $55-$228. Orpheum Theatre, 1192 Market, 
San Francisco, 415-551-2000, shnsf.com. 

The Village Bike: A comedy about a sexually frus- 
trated wife who seeks relief from the long days 
of summer. Through Dec. 21, $5-$35. The Ashby 
Stage, 1901 Ashby, Berkeley, 510-841-6500, www. 
shotgunplayers.org. 


FRIDAY, NOV. 4 


Beach Blanket Babylon: Steve Silver's musical revue 
spoofs pop culture with extravagant costumes. 
Wednesdays-Sundays, $25-$130, beachblanketbab- 
ylon.com. Club Fugazi, 678 Green, San Francisco, 
415-421-4222, beachblanketbabylon.com. 

Foodies! The Musical: A musical comedy revue of 
songs and sketches that take a humorous look at the 
current food scene. Fridays, Saturdays, 8 p.m., $34, 
foodiesthemusical.com. Shelton Theater, 533 Sutter, 
San Francisco, 415-882-9100, sheltontheater.org. 

The Hard Problem: A provocative drama of sex, science, 
and supercomputing. Razor-sharp psychology grad 
Hilary wins a prestigious brain research position 
that forces her to confront her lover (and academic 
advisor) in a fight to defend the soul, altruism, and 
even God from modern science. But as she competes 
for funding against a rival project racing to unlock 
the mathematical secrets behind stock market risk, 
Hilary realizes that her biggest threat is closer to 
home-her own genetic secret. Tuesdays-Sundays. 


Theater 


SAFE HOUSE 


Tuesday-Sunday, Nov. 4 - Dec. 4 
Aurora Theatre Company, 2081 Addison St., Berkeley, $32-$56, 
510-843-4822, or auroratheatre.org 


Set in Kentucky in 1843, Safe House examines the lives of one free family 

of color and the tensions that arise between two brothers with conflicting 
aspirations. While one brother dreams of opening his own business, the 

other risks everything in an effort to help fugitive slaves escape on the 
Underground Railroad. Based on true events in the lives of his ancestors, 
Keith Josef Adkins tells a gripping story of love, freedom, and survival against 


impossible odds. 


Continues through Nov. 13, $25-$125. American Con- 
servatory Theater (A.C.T.), 415 Geary, San Francisco, 
415-749-2228, act-sf.org. 

Into the Beautiful North: Young Nayeli leaves her home 
in a sleepy little seaside town in Sinaloa, Mexico, 
with her two best friends. They are determined to 
go north, ona bold quest, across the border, to bring 
back seven Magnificent Mexican Men to defend their 
town from drug dealers and corrupt policemen. The 
epic journey takes the small band of intrepid adven- 
turers from Mexico, north to San Diego, and finally, 
of all places, to Kankakee, Illinois. Along the way, 
they meet a remarkable array of odd characters ina 
poignant odyssey full of beauty, humor, and bizarre 
encounters Thursdays-Sundays. Continues through 
Nov. 13, $15-$30. Berkeley City Club, 2315 Durant, 
Berkeley, 510-848-7800, berkeleyhistorichotel.com. 

The Lion King: Winner of six Tony Awards, including 
Best Musical, The Lion King brings together one of 
the most imaginative creative teams on Broadway. 
Tony Award-winning director Julie Taymor brings 
to life a story filled with hope and adventure set 
against an amazing backdrop of stunning visuals. 
The Lion King also features the extraordinary work 
of Tony Award-winning choreographer Garth Fagan 
and some of Broadway's most recognizable music, 
crafted by Tony Award-winning artists Elton John and 
Tim Rice. Wednesdays-Sundays. Continues through 
Dec. 31, $55-$228. Orpheum Theatre, 1192 Market, 
San Francisco, 415-551-2000, shnsf.com. 

Safe House: Set in Kentucky in 1843, Safe House 
examines the lives of one free family of color and 
the tensions that arise between two brothers with 
conflicting aspirations. While one brother dreams 
of opening his own business, the other risks every- 
thing in an effort to help fugitive slaves escape on 
the Underground Railroad. Based on true events in 
the lives of his ancestors, Keith Josef Adkins tells a 
gripping story of love, freedom and survival against 
impossible odds. Starting Nov. 4, Tuesdays-Sundays. 
Continues through Dec. 4, $32-$56. Aurora Theatre 
Company, 2081 Addison, Berkeley, 510-843-4822, 
auroratheatre.org. 

The Village Bike: A comedy about a sexually frus- 
trated wife who seeks relief from the long days 
of summer. Through Dec. 21, $5-$35. The Ashby 
Stage, 1901 Ashby, Berkeley, 510-841-6500, www. 
shotgunplayers.org. 





SATURDAY, NOV. 5 


Beach Blanket Babylon: Steve Silver's musical revue 
spoofs pop culture with extravagant costumes. 
Wednesdays-Sundays, $25-$130, beachblanketbab- 
ylon.com. Club Fugazi, 678 Green, San Francisco, 
415-421-4222, beachblanketbabylon.com. 

Foodies! The Musical: A musical comedy revue of 
songs and sketches that take a humorous look at the 
current food scene. Fridays, Saturdays, 8 p.m., $34, 
foodiesthemusical.com. Shelton Theater, 533 Sutter, 
San Francisco, 415-882-9100, sheltontheater.org. 

The Hard Problem: A provocative drama of sex, science, 
and supercomputing. Razor-sharp psychology grad 
Hilary wins a prestigious brain research position 
that forces her to confront her lover (and academic 
advisor) in a fight to defend the soul, altruism, and 
even God from modern science. But as she competes 
for funding against a rival project racing to unlock 
the mathematical secrets behind stock market risk, 
Hilary realizes that her biggest threat is closer to 
home—her own genetic secret. Tuesdays-Sundays. 
Continues through Nov. 13, $25-$125. American Con- 
servatory Theater (A.C.T.), 415 Geary, San Francisco, 
415-749-2228, act-sf.org. 

Into the Beautiful North: Young Nayeli leaves her home 
in a sleepy little seaside town in Sinaloa, Mexico, 
with her two best friends. They are determined to 
go north, on a bold quest, across the border, to bring 
back seven Magnificent Mexican Men to defend their 
town from drug dealers and corrupt policemen. The 
epic journey takes the small band of intrepid adven- 
turers from Mexico, north to San Diego, and finally, 
of all places, to Kankakee, Illinois. Along the way, 
they meet aremarkable array of odd characters ina 
poignant odyssey full of beauty, humor, and bizarre 
encounters Thursdays-Sundays. Continues through 
Nov. 13, $15-$30. Berkeley City Club, 2315 Durant, 
Berkeley, 510-848-7800, berkeleyhistorichotel.com. 

The Lion King: Winner of six Tony Awards, including 
Best Musical, The Lion King brings together one of 
the most imaginative creative teams on Broadway. 
Tony Award-winning director Julie Taymor brings 
to life a story filled with hope and adventure set 
against an amazing backdrop of stunning visuals. 
The Lion King also features the extraordinary work 
of Tony Award-winning choreographer Garth Fagan 
and some of Broadway's most recognizable music, 
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crafted by Tony Award-winning artists Elton John and 
Tim Rice. Wednesdays-Sundays. Continues through 
Dec. 31, $55-$228. Orpheum Theatre, 1192 Market, 
San Francisco, 415-551-2000, shnsf.com. 


Safe House: Set in Kentucky in 1843, Safe House 


examines the lives of one free family of color and 
the tensions that arise between two brothers with 
conflicting aspirations. While one brother dreams 
of opening his own business, the other risks every- 
thing in an effort to help fugitive slaves escape on 
the Underground Railroad. Based on true events in 
the lives of his ancestors, Keith Josef Adkins tells a 
gripping story of love, freedom and survival against 
impossible odds. Starting Nov. 4, Tuesdays-Sundays. 
Continues through Dec. 4, $32-$56. Aurora Theatre 
Company, 2081 Addison, Berkeley, 510-843-4822, 
auroratheatre.org. 


The Village Bike: A comedy about a sexually frus- 


trated wife who seeks relief from the long days 
of summer. Through Dec. 21, $5-$35. The Ashby 
Stage, 1901 Ashby, Berkeley, 510-841-6500, www. 
shotgunplayers.org. 


TMI: Sex Worker Confidential: Start with a blessing 


by Sister Rose Mary Chicken from The Sisters of 
Perpetual Indulgence followed by a night of story- 
telling from entertainers in the adult entertainment 
industry including sex educator Carol Queen, former 
phone sex operator and stripper Gina Gold. Join us 
for an incredible evening as sex workers tell true, 
personal stories about their experience in the exotic 
dance, escort and porn industry. Sat., Nov. 5, 8-9:30 
p.m., $10-$20, tmistorytelling.com. Center for Sex & 
Culture, 1349 Mission, San Francisco, 415-902-2071, 
sexandculture.org. 


SUNDAY, NOV. 6 


Beach Blanket Babylon: Steve Silver's musical revue 


spoofs pop culture with extravagant costumes. 
Wednesdays-Sundays, $25-$130, beachblanketbab- 
ylon.com. Club Fugazi, 678 Green, San Francisco, 
415-421-4222, beachblanketbabylon.com. 


The Hard Problem: A provocative drama of sex, science, 


and supercomputing. Razor-sharp psychology grad 
Hilary wins a prestigious brain research position 
that forces her to confront her lover (and academic 
advisor) in a fight to defend the soul, altruism, and 
even God from modern science. But as she competes 
for funding against a rival project racing to unlock 
the mathematical secrets behind stock market risk, 
Hilary realizes that her biggest threat is closer to 
home-—her own genetic secret. Tuesdays-Sundays. 
Continues through Nov. 13, $25-$125. American Con- 
servatory Theater (A.C.T.), 415 Geary, San Francisco, 
415-749-2228, act-sf.org. 


Into the Beautiful North: Young Nayeli leaves her home 


in a Sleepy little seaside town in Sinaloa, Mexico, 
with her two best friends. They are determined to 
go north, ona bold quest, across the border, to bring 
back seven Magnificent Mexican Men to defend their 
town from drug dealers and corrupt policemen. The 
epic journey takes the small band of intrepid adven- 
turers from Mexico, north to San Diego, and finally, 
of all places, to Kankakee, Illinois. Along the way, 
they meet a remarkable array of odd characters ina 
poignant odyssey full of beauty, humor, and bizarre 
encounters Thursdays-Sundays. Continues through 
Nov. 13, $15-$30. Berkeley City Club, 2315 Durant, 
Berkeley, 510-848-7800, berkeleyhistorichotel.com. 


The Lion King: Winner of six Tony Awards, including 


Best Musical, The Lion King brings together one of 
the most imaginative creative teams on Broadway. 
Tony Award-winning director Julie Taymor brings 
to life a story filled with hope and adventure set 
against an amazing backdrop of stunning visuals. 
The Lion King also features the extraordinary work 
of Tony Award-winning choreographer Garth Fagan 
and some of Broadway's most recognizable music, 
crafted by Tony Award-winning artists Elton John and 
Tim Rice. Wednesdays-Sundays. Continues through 
Dec. 31, $55-$228. Orpheum Theatre, 1192 Market, 
San Francisco, 415-551-2000, shnsf.com. 


Safe House: Set in Kentucky in 1843, Safe House 


examines the lives of one free family of color and 
the tensions that arise between two brothers with 
conflicting aspirations. While one brother dreams 
of opening his own business, the other risks every- 
thing in an effort to help fugitive slaves escape on 
the Underground Railroad. Based on true events in 
the lives of his ancestors, Keith Josef Adkins tells a 
gripping story of love, freedom and survival against 
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impossible odds. Starting Nov. 4, Tuesdays-Sundays. 
Continues through Dec. 4, $32-$56. Aurora Theatre 
Company, 2081 Addison, Berkeley, 510-843-4822, 
auroratheatre.org. 

The Village Bike: A comedy about a sexually frus- 
trated wife who seeks relief from the long days 
of summer. Through Dec. 21, $5-$35. The Ashby 
Stage, 1901 Ashby, Berkeley, 510-841-6500, www. 
shotgunplayers.org. 


MONDAY, NOV. 7 


Monday Night Marsh: Musicians, actors, performance 
artists, and others take the stage at this regular 
staging of works in progress. Mondays, 7:30 p.m., 
$7. The Marsh Theater, 1062 Valencia, San Francisco, 
415-826-5750, themarsh.org. 

The Village Bike: A comedy about a sexually frus- 
trated wife who seeks relief from the long days 
of summer. Through Dec. 21, $5-$35. The Ashby 
Stage, 1901 Ashby, Berkeley, 510-841-6500, www. 
shotgunplayers.org. 


TUESDAY, NOV. 8 


Elect to Laugh: 2016: The Marsh San Francisco presents 
Will Durst in a timely new hybrid of stand-up comedy 
and theater, ELECT TO LAUGH: 2016. Specializing in 
political humor for folks who don't like politics, Durst 
sweeps both sides of the aisle with his patented mix 
of outrage and outrageous common sense. This 
bipartisan rabble-rouser transcends party ties in 
a hilarious blend of monologues, commentary, and 
the occasional rant. Tuesdays, 8 p.m. Continues 
through Nov. 8, $15-$35 sliding scale, $100 reserved, 
415-282-3055, marsh@themarsh.org, themarsh. 
org/will_durst/will-durst/. The Marsh Theater, 1062 
Valencia, San Francisco, themarsh.org. 

The Hard Problem: A provocative drama of sex, science, 
and supercomputing. Razor-sharp psychology grad 
Hilary wins a prestigious brain research position 
that forces her to confront her lover (and academic 
advisor) in a fight to defend the soul, altruism, and 
even God from modern science. But as she competes 
for funding against a rival project racing to unlock 
the mathematical secrets behind stock market risk, 
Hilary realizes that her biggest threat is closer to 
home-her own genetic secret. Tuesdays-Sundays. 
Continues through Nov. 13, $25-$125. American Con- 
servatory Theater (A.C.T.), 415 Geary, San Francisco, 
415-749-2228, act-sf.org. 

Safe House: Set in Kentucky in 1843, Safe House 
examines the lives of one free family of color and 
the tensions that arise between two brothers with 
conflicting aspirations. While one brother dreams 
of opening his own business, the other risks every- 
thing in an effort to help fugitive slaves escape on 
the Underground Railroad. Based on true events in 
the lives of his ancestors, Keith Josef Adkins tells a 
gripping story of love, freedom and survival against 
impossible odds. Starting Nov. 4, Tuesdays-Sundays. 
Continues through Dec. 4, $32-$56. Aurora Theatre 
Company, 2081 Addison, Berkeley, 510-843-4822, 
auroratheatre.org. 

The Village Bike: A comedy about a sexually frus- 
trated wife who seeks relief from the long days 
of summer. Through Dec. 21, $5-$35. The Ashby 
Stage, 1901 Ashby, Berkeley, 510-841-6500, www. 
shotgunplayers.org. 


WEDNESDAY, NOV. 9 


Beach Blanket Babylon: Steve Silver's musical revue 
spoofs pop culture with extravagant costumes. 
Wednesdays-Sundays, $25-$130, beachblanketbab- 
ylon.com. Club Fugazi, 678 Green, San Francisco, 
415-421-4222, beachblanketbabylon.com. 

The Hard Problem: A provocative drama of sex, science, 
and supercomputing. Razor-sharp psychology grad 
Hilary wins a prestigious brain research position 
that forces her to confront her lover (and academic 
advisor) in a fight to defend the soul, altruism, and 
even God from modern science. But as she competes 
for funding against a rival project racing to unlock 
the mathematical secrets behind stock market risk, 
Hilary realizes that her biggest threat is closer to 
home-her own genetic secret. Tuesdays-Sundays. 
Continues through Nov. 13, $25-$125. American Con- 
servatory Theater (A.C.T.), 415 Geary, San Francisco, 
415-749-2228, act-sf.org. 
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BRONZE AND BRISTLECONES 


Sculpted Poems, Irradiated Trees 


By Jonathan Curiel 


Standing next to La Palestra 
No. 6, a Manuel Neri sculpture that’s val- 
ued at $225,000, Mary Julia analyzes the 
artwork for a visitor. She’s talking anima- 
tedly about its dimensions, practically 
touching its leg and chest in a scene that 
could be straight from a Woody Allen 
dramedy. If this were a scripted scene, 
the gallery’s guards would be rushing 
over to remind Julia how important Neri 
is, and to implore of her, “Madame! No 
grabbing the art!” 

But Julia is the art. She’s the model 
for La Palestra No. 6, which is a fea- 
tured piece at the Hackett | Mill gal- 
lery exhibit, “BRONZE: Recent Work 
by Manuel Neri.” And if anyone knows 
Neri well — and has the slack to do 
whatever she wants — it’s Julia, who 
was Neri’s main model for 40 years. 

“I wanted to be in his studio,” Julia 
tells SF Weekly on the opening night of 
the exhibit. “I’ve always been in awe at 
what he does — and how he does it.” 

Neri is one of the Bay Area’s most 
important living artists. He was at 
the center of the Bay Area Figura- 
tive Movement, which in the 1950s 
and 1960s produced seminal artwork 
by Richard Diebenkorn, Wayne Thie- 
baud, Elmer Bischoff, and others, Neri 
among them. Whether working in 
bronze or marble or plaster, and 
whether working at his studio in Beni- 
cia, Calif., or in Carrara, Italy, Neri in- 
terprets the female form — interprets 
Julia’s form — in innovative ways. 

Some works at Hackett | Mill are 
like modern jazz pieces: fragmentary 
and minimal but still full of verve and 
dynamism. Other works are like wild 
orchestrations, with deep textures 
and full body parts on display, and a 
panoramic perspective that connects 
the figure to a wall that elongates the 
shape. 

The pieces in “BRONZE” are all 
reworkings of earlier sculptures. Neri 
refinished them with a patina that 
accentuates their sculpting, which is 
rough and jagged in places where Neri 
layered them with his hands before 
using his tool’s hard edges. 

“The patina allows his hand to be 
seen, Julia says. “When your plaster 
first sets up, it’s wet and loose. You can 
see how he’s throwing it on. And you 
can see here where it’s starting to dry, 
he gets a different type of texture.” 

Neri has been honored with a slew 
of honors, including a Guggenheim 
Fellowship and the International 
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Juana - Bronze Maquette (Cast 2/4), by Manuel Neri 


Sculpture Center’s Lifetime Achieve- 
ment in Contemporary Sculpture 
Award. Now 86, Neri didn’t attend the 
opening night of “BRONZE.” Julia says 
he’s been much less active in the past 
two years, while Hackett | Mill says 
that a cold prevented his attendance. 

Either way, Neri is still making 
art that is highly valued — and high- 
ly valuable. Every major American art 
museum, including SFMOMA, has at 
least one work by Manuel Neri, and 
where there’s Neri, there’s usually Ju- 
lia. The Metropolitan Museum of Art 
in New York has a 1993 book by Neri 
that’s accompanied by Julia’s poems. 
Julia, who has a master’s in creative 
writing from San Francisco State 
University, has been writing poetry 
for about as long as she’s known Neri. 
Their relationship — collaborative and 
intense, she says — is one way to un- 
derstand Neri’s art, and the creative in- 
spiration that he used to continue with 
his sculpture for decades. They kept 
pushing each other in new directions. 
Pushing, pushing, pushing — and 
seeing where their work went, even if 
it veered into territory that Julia de- 
scribes as “contradictory.” 

“You have a contradiction that, for 
40 years, you can't really resolve, so 
we just kept working,” Julia says. “I 
wrote poetry, and he made sculptures 
every day. There weren't breaks of time 
where we weren't doing it. For us, it 
was being locked in the studio, and 
doing what we did. I didn’t ask him 
what he was doing — he just did it, 
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and I would hold a pose until I couldn’t 
hold it anymore, and fall down, and get 
back up.” 

In talking about Neri, who is of 
Mexican-American descent, Julia 
says that words were everything to 
their partnership. “I would read him 
my poetry,’ she says. “All the Latin 
American poets were his favorites. He 
loved poetry. He wanted me to read 
mine, but I couldn’t write fast enough, 
so I'd bring books of poetry with me. 
When I wasn’t in a pose, I would read 
poetry to him. After about 20 years, 
we realized that the work played off 
each other. Not on purpose. He never 
made a sculpture or drawing because 
of a poem. And I never wrote a poem 
because of a sculpture or drawing. But 
you get this collaboration just because 
you re so close.” 

Julia says the collaboration is over, 
and “BRONZE” is a chance to see how 
it ended. 

“It was,” she says, “a nice, long run.” 


In the middle of the night, 

in isolated forests and geographies 
where few other people are present, Beth 
Moon takes photographs of trees that 
are older than anyone alive on Earth. 
Moon traveled in the past few years to 
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Namibia, Botswana, Italy, Great Britain, 
and parts of California and Utah to get 
just the right shot of these trees and the 
bright stars that loom overhead. The 
stars are poignant reminders of the sym- 
biosis that happens between trees and 
earth’s atmosphere: Cosmic radiation 
helps the trees thrive, according to scien- 
tific studies that Moon cites for her new 
book, Ancient Skies, Ancient Trees, and 
for a new exhibit of her photos, “Beth 
Moon: Diamond Nights,” at San Francis- 
co’s Corden | Potts Gallery. 

In the new images in Atlas, Moon 
reveals a side of Earth that is majestic, 
awe-inspiring, and almost unbeliev- 
able, like a bristlecone pine tree in 
Inyo National Forest in California's 
Eastern Sierras that might be more 
than 4,000 years old. Does this sort of 
raw, transcendent scene really exist? 
Yes. Moon considers ancient, undis- 
turbed trees the way some trekkers see 
the Himalayas or astronauts see outer 
space: Visiting these areas is to witness 
firsthand a world that is prehistoric, 
almost pre-human. 

People never appear in Moon’s vi- 
sionary images. Only the trees. Only 
the stars. On her sojourns, Moon 
will sometimes camp for a few nights 
next to her subjects, which she’ll find 
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through research and even word-of- 
mouth once she gets in the area. 

Moon, a longtime resident of 
Novato who is temporarily living on 
the East Coast, took her first pho- 
tos of trees in 1999, while living in 
London, and her photography has 
evolved into a passion that continues 
to spawn new series, and new ways of 
seeing the natural world. 

“T feel like trees are the grandest, 
and most beautiful creations on the 
earth,” Moon says. “It’s hard to put 
into words. I’m speechless just think- 
ing about it.” 


“BRONZE: Recent Work 

by Manuel Neri” 

Through Dec. 16 at Hackett | Mill, 
201 Post St., S.F. 

Free; 415-362-3377 

or hackettmill.com. 


“Beth Moon: Diamond Nights” 
Through Dec. 30 at Corden | Potts 
Gallery, 49 Geary St., S.F. Free; 415- 
781-0110 or cordenpottsgallery.com. 
Moon will sign copies of Ancient 
Skies, Ancient Trees. at the exhibit’s 
opening reception, Thursday, Nov. 3, 
5:30-7:30 p.m. 


Delphinus 
from the series 
Diamond Nights 





Courtesy of Corden | Potts Gallery 
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KNOW YOUR STREET ART 


Vintage 


Earlier this year, 60 people ap- 
plied to work with BiP (short for “Believe 
in People”) on an art project he planned 
for downtown Oakland. The Bay Area 
street artist had put out word that he 
was looking for a “Senior Citizen Woman 
of Color from Oakland,” and Emma 
Levy, a 92-year-old Argentine immigrant 
with a vibrant accent, was among the 
people who left him a voice message. 
Based on just a few seconds of Levy’s 
overture, BiP picked her — which is why 
Levy is the focal point of Vintage, a work 
that BiP put up in April and which is still 
prompting second looks from passers-by. 
In Vintage, Levy holds a thrash-met- 
al album as she laughs uproariously. 
How often does an elderly woman 
with no obvious notoriety become 
the subject of a prominent, two-story 
work that overlooks a parking lot anda 
major intersection? Michael Atto, BiP’s 
producer and artistic partner, tells SF 
Weekly that Levy “spent several ses- 
sions working on poses and sketches” 
with BiP, who showed her how to oper- 
ate a spray can. Levy likes singing and 
listening to music, especially Spanish 
opera. She also has a sharp, dark sense 
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of humor, telling BiP when 
asked about her future, “I will 
be lying in a casket!” 

Vintage is reason enough to 
visit the corner of 17th Street 
and Broadway in Oakland, but 
there’s another captivating 
street work across the way: Zio 
Ziegler’s eight-story-tall Unit- 
ed Nations tribute. Vibrant 
colors of the world, particular- 
ly from Africa and other devel- 
oping regions, are festooned 
across the giant figure, out of 
whose left hand a dove appears 
about to fly upward. Two other 
doves — these with elongated 
faces on their backs — fly at 
the base of the work, which 
Ziegler put up last year. 

Ziegler and BiP each had to 
get permission from building 
owners to create these two 
pieces, and the works aren’t 
temporary. Levy’s visage and 
Ziegler’s figure should be in 
downtown Oakland for many 
years, symbolic of young street 
artists who — for new inspira- 
tion — looked to a woman and 
an institution with roots in a 
previous century. 

Jonathan Curiel 
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SWOP TILL YOU DROP 


Sex and 
Workplace Safety 


On Oct. 25, asmall but earnest 
gathering of sex workers and their allies 
convened on the steps of the California Su- 
preme Court in San Francisco with signs 
reading, “Keep your laws off my body” and 
“Decriminalize sex work NOW.’ It tooka 
moment for members of the group to find 
their rhythm, but by the second round of 
“No bad women, just bad laws,” they found 
their momentum — even as Tuesday after- 
noon business-as-usual bustled past their 
cries. 

To protect their identities, several 
participants wore wigs, dark sunglasses, 
and even masks. They were protesting the 
arrest of Backpage CEO Carl Ferrer, who 
was taken into custody earlier in October 
on pimping and conspiracy charges. The 
popular website, which allows users to 
post ads for everything from used furni- 
ture to erotic services, remains live, but 
several workers have reported having 
their ads flagged, and worry that further 
attacks will bankrupt the company and 
leave vulnerable workers with fewer op- 
tions once again. 

Since the fall of Craigslist’s Erotic 
Services section in 2010, Backpage has 
been a crucial tool for sex workers to 
advertise, screen clients, build 
community, and work inde- 
pendently. Erotic-services 
ads on the site are not, 
and never have been, 
free, but they were 
substantially more 
affordable than other 
advertising options — 
which can cost upward 
of $200 a week. 

Just over a year ago, > 
Visa and Mastercard decid- 
ed to cease doing business with 
anyone who purchased advertising 
space with Backpage’s erotic services. This 
created yet another barrier for sex work- 
ers who use online advertising as a way 
to put valuable and potentially life-saving 
time and space between themselves and 
their potential clients. 

Since last fall, it has been possible to 
purchase erotic services ad space only via 
Bitcoin, ensuring that only those erot- 
ic-service providers with at least some 
working knowledge of crypto-currencies 
could access the service. This is not the 
best way to make a life-saving mechanism 
widely accessible. 

Unfortunately, many people, including 
those at the state and federal levels, con- 
flate the monstrosities of forced sexual 
labor — often referred to as “trafficking’ 
— with consensual, adult sex work. And 
by limiting their options, the crackdown 
on sites like Backpage only puts workers 
in greater danger. 

Though Backpage’s executives don’t 
face human-trafficking charges, the sex 
workers who made their voices heard 
last week had some harsh critiques for 
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Attorney General (and U.S. Senate can- 
didate) Kamala Harris, saying that she is 
going after a community that is an easy 
target in order to look tough just before 
an election. 

Backpage is not alone in its plight. 
Over the past decade, we’ve seen law en- 
forcement target and take down MyRed- 
book.com, Rentboy.com, and 
TheReviewBoard.net. 

“They'll come after every single 
website,’ says industry veteran Maxine 
Doogan, founder of the Erotic Service 
Provider Legal, Educational and Research 
Project (ESPLERP), which helped organize 
the protest. “They’re not going to stop.” 

The Sacramento chapter of the Sex 
Workers Outreach Project (SWOP) has 
another action and press conference 
planned for Nov. 16, outside the Sacra- 
mento courthouse on the day of Ferrer’s 
next hearing. 

“Tam so upset,’ SWOP Sacramento’s 
executive director Kristen DiAngelo said 
in a press release. “Those who are engaged 
in survival sex will end up on a street 
corner, with increased violence and risk if 
Backpage is taken down.” 

The charges against Ferrer set a 
dangerous precedent for free speech by 
suggesting that publishers are responsible 
for the actions of advertisers. Moreover, 

the charges are predicated 
upon the criminalization 
of prostitution. So, while 
protests are important, 
Doogan will fight Califor- 
nia’s prostitution laws all 
the way to the Supreme 
Court, if she has to. 
ESPLERP and 
some 36 other human 
rights organizations 
— including the ACLU 
and Equality California, 
and even anti-trafficking 
organization Children of the 
Night — are moving forward 
with a Ninth Circuit Court of Appeals 
case that could strike down some of Cali- 
fornia’s existing laws criminalizing people 
who do sex work. 

“The criminalization of prostitution 
is unconstitutional,” Doogan said at the 
protest. But it will take more than a dozen 
protesters and a few handmade signs to 
make the highest court of our nation see 
that. 

Litigation is incredibly expensive, 
and Doogan wants to ensure the case is 
adequately funded so it can have the best 
chance possible for victory — but at press 
time, her organization's crowdfunding 
campaign was less than 30 percent fund- 
ed. 

“T can’t believe I have to protest just 
to have a safe workplace,” a sex worker 
disguised in a white bunny mask shouted 
into a megaphone. 

The entire issue is just that surreal. It’s 
hard for people to understand, but shut- 
ting down the tools that sex workers use 
to work safely will not protect us. 
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Tower 


Not rated. 
Opens Friday at the Alamo 
Drafthouse New Mission Theater. 
Guns? Guns! Be sure to enjoy a gun to- 
day! That said, Keith Maitland’s wrench- 
ing documentary Tower recreates the 
very bad day in August 1966 when 
crew-cutted, 25-year-old Charles Whit- 
man — a former altar boy and Eagle 
Scout, and lifelong gun enthusiast — 
climbed to the top of the University of 
Texas’ Tower with a bag full of rifles, 
shotguns, and other constitutionally 
protected firearms and shot 49 people, 
killing 16. Photographs, news footage, 
and radio air-checks are intermixed with 
rotoscope-animated recreations of the 
survivors telling their stories, first por- 
trayed by actors for their 1966 selves and 
eventually replaced without animation 
by the real people as they are today. Most 
harrowing is the tale of improbable sur- 
vivor Claire Wilson, who was 8 months 
pregnant and lost both her baby and her 
boyfriend that day, spending the 
95-minute ordeal bleeding out on hot 
pavement. In addition to being as close 
to a you-are-there document of an inci- 
dent that the NRA would probably rather 
we forgot, Tower also works as a study of 
both survivor guilt and guilt-guilt. Many 
witnesses, out of harm’s way, struggle 
with the fact that they didn’t risk getting 
shot to help Claire and the others. The 
questions raised from a half-century ago 
are no closer to being answered now — 
especially, why does this keep happen- 
ing? Sherilyn Connelly 


King Cobra 
Not rated. 
Opens Friday at the Roxie Theatre. 
King Cobra is an uninspired addition to 
the canon of homosexual-killer films. In 
comparison with classics of the genre 
like Rope or The Talented Mr. Ripley, Jus- 
tin Kelly’s second film just lacks panache. 
The rote cinematography looks like a 
cheaply made porno film, and the ab- 
sence of a commanding visual imagina- 
tion places the movie in the same X-rated 
world it’s attempting to document. Boo- 
gie Nights famously covered similar terri- 
tory — the wicked ways of the porn 
industry — to infinitely more arresting 
effects. Christian Slater as Bryan Kocis, 
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the doomed proprietor of Cobra Video, 
does some excellent work creating a 
plausible character from a turbulent mix 
of aggression and desperation. But each 
time his emotions begin to build up 
steam, the lighting or the staging flat- 
tens out the melodrama. Garrett Clayton 
as Brent Corrigan, his twink porn star 
protégé, also manages to deliver brain- 
less self-absorption with conviction. Re- 
grettably, the villain is played by the 
gay-for-pay actor James Franco. The 
script, already a sodden mess, disinte- 
grates into mush each time his mouth 
opens to a snarl. Every line reading is ob- 
vious, forced, and unnatural. His effort- 
less performance in Milk was unguarded; 
he was receptive to the camera's gaze. 
Now, Franco stares down the lens like a 
hated enemy. Being looked at is exhaust- 
ing his soul, and yet, it’s an addiction he 
cannot, or refuses to, quit. 


Jeffrey Edalatpour 


Gimme Danger 
Not rated. 
Opens Friday at the Embarcadero 
Center Cinema. 
It’s been 20 years since Jim Jarmusch’s 
last documentary, 1997's Year of the 
Horse, about Neil Young and Crazy 
Horse. But Jarmusch’s new Gimme Dan- 
ger shows that some things haven't 
changed: He still likes interviewing rock 
legends in front of washing machines. 
The legend in question is Iggy Pop, and 
Gimme Danger is not a look back on Pop’s 
career, but rather on that of his seminal 
band the Stooges, which Jarmusch starts 
off by calling the greatest rock’n’ roll 
band ever. They really aren't — Neil 
Young and Crazy Horse aren't either, 
though they come closer — but Jar- 
musch does make a strong case for the 
Stooges being one of the most influen- 
tial. The movie follows their rocky career 
and lives from the formation of the band 
in the late 1960s to their implosion in 
1973, after three albums that essentially 
invented punk rock. While the Stooges’ 
2006 reunification tour is covered, their 
albums from that year and from 2013 
are not. Gimme Danger is one of the more 
entertaining boom-nostalgia docs of 
late, but unfortunately, Danny Fields 
pops up again to slow proceedings toa 
halt like he did throughout Danny Says. 
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Yes, he was the Stooges’ manager, and he 
was there then, but that doesn’t mean he 
needs to be everywhere now. SC 


The French Hada Name for It 3 
Thursday through Monday at the 
Roxie Theatre. 
Returning to the Roxie for its third five- 
day run, this year’s series “The French 
Had a Name for It” ranges in time from 
1939 to 1965. The fog of World War II 
permeates the majority of these films. 
The festival trailer in tabloid-graphics 
asks, “Who Will Die?” The filmmakers 
collected here capture that random sense 
of wartime death, presenting the psychic 
aftershock of a culture in moody, black- 
and-white frames. It comes as no sur- 
prise that the author of Being and 
Nothingness, Jean-Paul Sartre, wrote a 
screenplay in the genre: Les Jeux Sont 
Faits. Also in the lineup, a Simone Signo- 
ret vehicle Manéges (The Cheat). Her vit- 
riolic performance must have been the 
inspiration for many of Fassbinder’s 
leading ladies. But if you want a full day 
of one director’s dedication to film noir, 
go on Saturday for the Robert Hossein 
mini-festival. Made in the 1960s, his 
movies create the same space that cer- 
tain episodes of The Twilight Zone did: 
recognizable but subtly altered, parallel 
worlds. This is especially true for the 
highly stylized The Game of Truth, a 
drawing room whodunit a la Agatha 
Christie, heavy with frozen close-ups. A 
greasy-skinned Jean-Louis Trintignant 
is marvelously unscrupulous. His sulk- 
ing, tremulous lip and the beehive bouf- 
fants on all those perfectly coiffed 
females definitely add up to no good. JE 


FILM SHOWTIMES 


4-Star Theatre. Made in France: Fascinated and horri- 
fied by the rise in ‘home grown’ radicals, ambitious 
journalist Sam goes undercover in an extremist 
jihadist cell in Paris, determined to uncover the roots 
of the phenomenon. Following his initiation into the 
group however, events accelerate at an alarming rate 
and soon Sam is in way over his head. Starting Nov. 4. 
Daily. 2200 Clement, San Francisco, 415-666-3488, 
Intsf.com/4-star-theatre.html. 

Alamo Drafthouse. Blonde Death: Tammy is kidnapped 
and led to a life of senseless violence and murder by 
her bisexual companions. Thu., Nov. 3, 9:25 p.m. The 
Killing of America: This film documents the growth 
of violence in the United States as it stood in 1981. 
It features shocking and brutal real-life footage of 
riots and serial killer interviews with segments on 
Charles Manson, Ted Bundy, and Kennedy's assas- 
Sination. Sun., Nov. 6, 9:30 p.m. 2550 Mission St, 
San Francisco, 415-549-5959, https://drafthouse. 
com/sf/theater/new-mission. 

Artists’ Television Access. Other Cinema: An ongoing 
series of experimental cinema. Saturdays, 8:30 
p.m. $7. 992 Valencia, San Francisco, 415-824-3890, 
atasite.org. 

Balboa Theatre. Balboa Classics: Classic movies every 
week. Thursdays, 7:30 p.m. Popcorn Palace: Every 
Saturday at 10 a.m. $10 gets ticket plus popcorn and 
drink! Saturdays, 10 a.m. 3630 Balboa, San Francisco, 
415-221-2184, balboamovies.com. 

Clay Theatre. Aquarius: Threatened with eviction 
by an aggressive property developer in Brazil, a 
65-year-old widow (Sonia Braga) remains defiant. 
Daily. Heavy Metal: A glowing orb terrorizes a young 
girl with a collection of stories of dark fantasy, 
eroticism and horror. Fri., Nov. 4, 11:55 p.m.; Sat., Nov. 
5, 11:55 p.m. 2261 Fillmore, San Francisco, 415-267- 
4893, www.landmarktheatres.com/san-francisco/ 
clay-theatre. 

Embarcadero Center Cinema. The Handmaiden: With 
help from an orphaned pickpocket (Kim Tae-ri), a 
Korean con man (Ha Jung-woo) devises an elaborate 
plot to seduce and bilk a Japanese woman (Kim 


Min-hee) out of her inheritance. Daily. Certain 
Woman: Laura Dern, Kristen Stewart and Michelle 
Williams star as three women striving to forge 
their own paths in the American Northwest. Daily. 
Moonlight: A young man deals with his dysfunctional 
home life and comes of age in Miami during the 
“War on Drugs” era. The story of his struggle to 
find himself is told across three defining chapters 
in his life as he experiences the ecstasy, pain, and 
beauty of falling in love while grappling with his 
own sexuality. Daily. Gimme Danger: An in-depth 
look at the legendary punk band, The Stooges. 
Starting Nov. 4. Daily. 1 Embarcadero Center, San 
Francisco, 415-267-4893, www.landmarktheatres. 
com/san-francisco/embarcadero-center-cinema. 

Exploratorium. Saturday Cinema: Weekly thematic film 
screenings presented in the Kanbar Forum by the 
Exploratorium’s Cinema Arts program. Saturdays. 
Free with museum admission. Pier 15, San Francisco, 
415-528-4444, exploratorium.edu. 

Opera Plaza Cinema. Miss Hokusai: The daughter of a 
famous artist is constantly overshadowed by him. 
Daily. Hell or High Water: Toby is a divorced father 
who's trying to make a better life for his son. His 
brother Tanner is an ex-convict with a short temper 
and a loose trigger finger. Together, they plan a 
series of heists against the bank that’s about to 
foreclose on their family ranch. Standing in their 
way is Marcus, a Texas Ranger who's only weeks 
away from retirement. As the siblings plot their final 
robbery, they must also prepare for a showdown 
with a crafty lawman who's not ready to ride off into 
the sunset. Daily. Don't Think Twice: Mike Birbiglia's 
comedy about an improv group presents a hilarious 
and honest look at the lives of professional funny 
people. Daily. Being 17: When his mother takes ina 
bully whose own mother is ill, the son of a soldier 
must learn to live with the boy who terrorized him. 
Daily. 601 Van Ness, San Francisco, 415-267-4893, 
www.landmarktheatres.com/market/SanFrancisco/ 
OperaPlazaCinema.htm. 

Palace of Fine Arts. Warren Miller's “Here, There and 
Everywhere”: This fall, witness a freeform, freeski 
adventure in Warren Miller Entertainment's 67th 
snowsports film, Here, There & Everywhere. See 
Jonny Moseley, JT Holmes and Jeremy Jones in 
Squaw Valley, tour Greenland by dog sled with Rob 
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Kingwill and Seth Wescott and follow Jess McMillan 
and Grete Eliassen on a Swiss holiday aboard the 
Glacier Express. Don’t miss Warren Miller himself 
spin tales of the past as only Warren can do, remind- 
ing us that through the years, these films have truly 
taken audiences Here, There & Everywhere. Find 
tickets, showtimes and go behind-the-scenes at 
warrenmiller.com. Thu., Nov. 3, 7:30 p.m. $19. www. 
skinet.com/warrenmiller/. 3301 Lyon, San Francisco, 
415-567-6642, palaceoffinearts.org. 

Presidio Theatre. Hacksaw Ridge: The extraordinary 
true story of Desmond Doss who, in Okinawa during 
the bloodiest battle of WWII, saved 75 men without 
firing or carrying a gun. He was the only American 
soldier in WWII to fight on the front lines without 
a weapon, as he believed that while the war was 
justified, killing was nevertheless wrong. Starting 
Nov. 4. Daily. 2340 Chestnut, San Francisco, 415- 
776-2388, Intsf.com. 

Roxie Theater. The French Had A Name For It 3: Nearly 
400 rare and lost noir films from France have been 
awaiting rediscovery for more than 50 years, 
and Midcentury Productions head Don Malcolm 
is bringing them to the Roxie. Films include “The 
Road to Shame/Des Femmes Disparaissent,” “The 
Secret Killer/Le Vampire de Dusseldorf,” and 
more. Nov. 3-7. King Cobra: It's 2006, YouTube is 
in its infancy, and internet porn is still behind a 
paywall. Taking the stage name Brent Corrigan, 
a fresh-faced, wannabe adult video performer is 
molded into a star by Stephen, a closeted gay porn 
mogul who runs the skin flick empire Cobra Video 
from his seemingly ordinary suburban home. But as 
Brent's rise and demands for more money put him 
at odds with his boss, he also attracts the attention 
of a rival producer and his unstable lover. Nov. 4-9. 
Talkies at the Roxie: An ol’ west style variety revue 
featuring alternative comedy, live music, oddball 
performances, and short films every first Friday of 
the month. First Friday of every month, 10 p.m. 3117 
16th St., San Francisco, 415-863-1087, roxie.com. 

Tenderloin Museum. Snatchers Body the of Invasion: 
Snatchers Body the of Invasion is a mesmerizing 
work of art by artist Anne McGuire. Thu., Nov. 
3, 6:30-9 p.m. $10. https://www.facebook.com/ 
events/1832121797007740/. 398 Eddy, San Francisco, 
415-830-4640, tenderloinmuseum.org. 
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documentary. 
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thriller that's 
enriched by 


experience.” 


JHE NEW VOOR 


ALAMO DRAFTHOUSE LANDMARK SHATTUCK 


New Mission, 7550 Mixsion Street 
415-549-5959 drafthouse.com/st 


Berkeley, Shottuck ot Kitredge 


510-644-2992 landmarktheatres.com 
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Night Hungers 





Late-night dining is stillone area where San Francisco needs a lift. Maybe Oola can help? 
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By Peter Lawrence Kane 


I had some friends visit from 
another city where 11 p.m. dining op- 
tions are plentiful, and they playfully 
held it against me that this is not the 
case in San Francisco. Stupidly, I took the 
bait by getting defensive and trying to 
explain that line cooks pulling minimum 
wage can't be expected to find their way 
back to Hayward at 3 a.m. if they don’t 
drive a car, etc., etc. Having thus lost, I 
decided to make it my mission to seek 
out as many after-hours places as I 
could, because yes, we do need more of 
it. (That Nopa subsequently decided to 
scale back its late-night hours only un- 
derscores the point.) 

I found good things in Oola, a 
12-year-old spot in Central SoMa run 
by executive chef Ola Fendert that 
closed for awhile during a liquor-li- 
cense transfer and reopened with a 
full bar. In proper San Francisco style, 
Oola serves brunch, but I skipped it 
for a couple meals that started around 
my usual bedtime (and one happy 
hour, because I can’t help it). 

Overall, it’s a good rebuttal to my 
friends’ smugness. Prices are good, 
and the atmosphere is lively. And 
while not a strongly lit place, you can 
tell care is taken to plate and present 
the dishes. A tray of grilled oysters 
($9), three to an order, arrive lined 
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Eric Pratt 


beautifully with kelp strands. If you 
absolutely hate any trace of salinity or 
oyster liquor, these will be the shell- 
fish for you. They’re perfectly good. 
Tartares seem to have such a wide 
price range, and I kept deliberating 
over whether Oola’s steak tartare 
represents a value or not. At $18, it’s 
neither pricey nor a 
steal, but it’s coated 
in truffle caviar — 
which is not some 
exalted combination 
of sturgeon roe 

and shavings of the 
fruiting body of the 
Perigord fungus, 
but a hybrid that 
seems calibrated to 
lure in the nouveaux 
riches. But as with 
parmesan truffle 
fries — which Oola 
also offers with its 
burger — it’s utterly 
gratifying (plus the 
quail egg in the middle makes it look 
almost like a savory pastry). 

It was tough to detect much of a 
mushroom flavor in the plate of porci- 
ni arancini ($10) but they were lightly 
salted and fried. As with the truffle 
caviar, it’s all too easy to dive into the 
deep end of that cheesy, creamy good- 
ness (smartly augmented by a rouille, 


EDITOR'S NOTE 


860 Folsom St. 
415-995-2061 or 
oola-sf.com 
Hours, Mon-Tue, 
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the sauce most frequently found 
alongside bouillabaisse, in lieu of serv- 
ing four pure goo bombs). 

An overflowing ramekin of brus- 
sels sprouts and cauliflower ($9) that 
appeared with the apps was actually 
the highlight of the first half, per- 
fectly seasoned with bacon. It came 
with aleppo, too. What is aleppo? A 
pepper — and, in our server’s sponta- 
neous-sounding spiel, the “last spice 
on the Silk Road.” Even after I was full, 
I picked at the bacon chunks as if they 
were marshmallows in a box of Lucky 
Charms. 

Among the mains, the Ora king 
salmon ($28) read like the kitchen 
panicked that they had to sex it up at 
all costs. Had the fish been left alone 
atop the ratatouille, it would have 
been great, but there’s a super intense 
tapenade on there, too, and the light- 
ing was too inhospitable to appreciate 
its full polychrome splendor. Chicken 
is pretty boring and the name Mary is 
very boring, but I don’t think I’ve ever 
had a boring Mary’s chicken, and the 
streak continued with Oola’s $24 bird, 
which was crispy and juicy and co- 
herent in exactly the way the salmon 
wasn't. They kept it classic with Swiss 
chard, mashed potatoes, and a wine 
sauce, and the mushrooms had ab- 
sorbed just the right amount of liquid 
to hit critical mass. I wouldn’t recom- 
mend Oola’s burger ($16) until they 
source a different bun, because this 
one was the pits: dry, crumbly, and 
smothering all at 
once. Or go Paleo. 
But the pappardelle 
bolognese ($18) 
was unimprovable, 
a rich, rounded 
pasta sauce that in- 
corporated exactly 
the right quantity 
of heat from the 
chiles de Arbol. It 
was slow-cooked 
pad see ew with 
meat sauce. 

Regrettably for 
a restaurant of this 
category, the cock- 
tails weren't all that 
hot. An unbalanced Torta da Maca 
($13) was a punch-in-the-face com- 
bination of Fernet and cachaca Beet 
Sour. The Beet Sour ($12) made with 
bourbon, house-pressed beet juice, 
citrus, and bitters, was limp and thin, 
as if the mixologist got spooked by 
the beets’ life-force. The El Jefe Rojo 
($13) was indeed the boss, a perfumey 


Oola 


4-11p.m.; 


Wed-Thu, 
4 p.m. - midnight; 

Fri, 4 p.m. -1a.m.; 

Sat, 11:30 a.m. -3 p.m. 
and 5:30 p.m. -1a.m.; 
Sun, 11:30 a.m. -3 p.m. 


mixture of mezcal, Cocchi Torino, 
Ancho Reyes, and Aperol that was the 
only drink that came in a coupe and 
not over ice; ice might have tamed it. 
Although the Chef Ola ($12) was de- 
scribed to me as a watermelon cosmo, 
something I basically regard the way 
a vampire would treat garlic-infused 
holy water in a silver chalice, it sur- 
prised me with its agua fresca-like 
intensity. It was like something you 
might drink while walking from an 
outdoor wedding ceremony toward the 
reception. Spirit-forward, no; refresh- 
ing, yes. 

In their layout, some places are 
just trying a little hard, and Oola is 
one. With its mezzanine and servers 
wearing all black, it feels like it’s from 
1999, but the Mr. Brainwash-style 
art and general vibe give the impres- 
sion that it wants to be rented out 
for private parties every single night 
of the week. It’s dark without being 
especially romantic, and the music I 
heard sounds like the Weather Chan- 
nel without the weather (until they 
play Miike Snow, anyway). There’s also 
a square pillar very awkwardly placed 
inside the bar. 

But go a little deeper and the un- 
derlying thought process reveals itself. 
For one, it’s not an ugly restaurant, as 
the bar is unfinished brass and there 
are weathered cabinets here and there. 
They screen silent films on the wall 
above the bar, although on one visit it 
was an artificial moon. And Oola has 
a great happy hour: There are daily 
dollar oysters from 4 to 7 p.m., three 
different $2 tacos — the veggie ones 
were the best — and $5 beers from a 
wide variety of well-chosen breweries, 
like Ommegang (Red Vos amber ale) 
and Tank 7 (Saison). 

And there’s a sincerity here; every- 
one I interacted with loves and knows 
a lot about food. Above all else, Oola 
doesn’t exude cynicism, as if — hypo- 
thetically speaking — someone witha 
liquor license connected with someone 
who found a space in central SoMa and 
they decided to cash in on all that tech 
money. (With respect to the restau- 
rant industry’s tight margins, there 
are places like that.) This wouldn't 
necessarily be my first choice for date 
night, but as an after-work spot to talk 
shit about your passive-aggressive co- 
workers with your cool coworker who 
totally gets you, or for a late-night 
nosh before you're about to sleep it 
off, Oola works very well. 


pkane@sfweekly.com 
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BEST 


SERVING THE 


FINEST NY STYLE PIZZA 


FOR 25 YEARS! 


ANY SLICE 
& SODA with ad 


plus tax, one slice per coupon, 
not valid with other offers 
SF Weekly Coupon, In-store only 


VOTED 
BEST 
PIZZA 3 
SS 


SAN FRANCISCO 


2109 Polk 


715 Harrison St 1737 Haight 


415-345-0600 415-896-0700 415-668-5577 


The Castro 
415-252-1515 


333 Bush 3242 22nd St. 
415-421-0700 415-206-0555 


WWW.ESCAPEFROMNEWYORKPIZZA.COM 










World Famous 
Original 
"Irish Coffee" 


Mon-Fri 
From 9am 


Sat-Sun 





Breakfast, Lunch, Dinner 
& Cocktails All Day 


2765 HYDE STREET 


(AT BEACH) 


415.474.5044 
thebuenavista.com 
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Broadway Grill 
1400 Broadway, Burlingame 
(650) 343-9333 
bworill.com 


BERKELEY 


Arinell Pizza 
2119 Shattuck Ave., Berkeley 
(510) 841-4035 


La Note Restaurant 
2377 Shattuck Ave, Berkeley 
(510) 843-1535 


BRISBANE 


7 Mile House 
2800 Bayshore Blvd. 
(415) 467-2343 
7milehouse.com 


COW HOLLOW 


Brazen Head 
3166 Buchanan at Greenwich 
(415) 921-7600 
brazenheadsf.com 


Lasan 
3145 Fillmore St at Greenwich 
San Francisco 
(415) 346-4900 


DOGPATCH 


Gilberth’'s 
2427 3rd St, San Francisco 
(415) 913-7163 


Long Bridge Pizza Company 
2347 3rd St, San Francisco 
(415) 829-8999 
longbridgepizza.com 


DOWNTOWN 


Chabaa Thai Cuisine 
420 Geary St, San Francisco 
(415) 346-3121 


Escape From New York Pizza 
333 Bush St, San Francisco 
(415) 421-0700 


John's Grill 
63 Ellis Street at Powell 
(415) 986-0069 
johnsgrill.com 
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The Original Tommy's Joynt 
1101 Geary Blvd, San Francisco 
(415) 775-4216 
tommysjoynt.com 


EL GRANADA 


India Beach 
425 Ave Alhambra, El Granada 
(650) 712-7700 
indiabeachrestaurant.com 


FINANCIAL 


Sears Fine Food 
439 Powell St, San Francisco 
(415) 986-0700 
searsfinefood.com 


Golden Gate Bar & Grill Tap Room 


525 Sutter St #2, San Francisco 
(415) 677-9999 
ggtaproom.com 


Kirimachi Ramen 
3 Embarcadero Ctr, San Francisco 
(415) 872-9171 
kirimachi.com 


Biscuits & Blues 
401 Mason Street, San Francisco 
(415) 292-2583 
biscuitsandblues.com 


HAIGHT STREET 


Indian Oven 
233 Fillmore St, San Francisco 
(415) 626-1628 
indiaovensf.com 


Danny Coyle’s 
668 Haight St. 
(415) 558-8375 


Escape From New York Pizza 
1737 Haight St, San Francisco 
(415) 663-5577 


Kate’s Kitchen 
A471 Haight St, San Francisco 
(415) 626-3984 
kates-kitchensf.com 


HAYES VALLEY 


Revelry Bistro 
297 Page Street 
(415) 241-6833 
revelrybistro.com 


LAUREL HEIGHTS 
Cal Mart 
585 California St, San Francisco 
(415) 751-3516 
calmartnv.com 


Luisa’s Pizza & Pasta 
1550 California St, San Francisco 
luisasrestaurantsf.com 


Shalala Ramen 
1737 Buchanan St, 
San Francisco 
(415) 757-0552 
ramenshalala.com 


Silver Cloud Restaurant & Bar 


1994 Lombard St, San Francisco 
(415) 922-1977 
silvercloudsf.com 


MISSION 


Arinell Pizza 
509 Valencia St, San Francisco 
(415) 255-1303 
Eiji 
317 Sanchez St, San Francisco 
(415) 558-8149 


Escape From New York Pizza 
3242 22nd Street, San Francisco 
(415) 206-0555 


Haystack Pizza 
3881 24th St, San Francisco 
(415) 647-1929 


Mars Bar & Restaurant 
798 Brannan St, San Francisco 
(415) 621-6277 


Napper Tandy 
3200 24th St, San Francisco 
(415) 550-7510 
nappertandysf.com 


Puerto Alegre 
546 Valencia St, San Francisco 
(415) 255-8201 
2950 25th Street, San Francisco 
(415) 285-1783 
puertoalegresf.com 


Sixth Course 
1544 15th St, San Francisco 
(415) 829-2461 
sixthcourse.com 


Taqueria Cancun 
2288 Mission St, San Francisco 
taqueriacancunsf.com 


NOE VALLEY 


Clay Oven Indian Cuisine 
1689 Church St, San Francisco 
(415) 826-2400 
clayovenindiancuisinesf.com 


NORTH BEACH 


North Beach Restaurant 
1512 Stockton St, San Francisco 
(415) 392-1700 
northbeachrestaurant.com 


Original U.S. Restaurant 
414 Columbus Avenue 
(415) 398-1300 
Originalusrestaurant.com 


Rose Pistola 
532 Columbus Avenue 
(415) 399-0499 
rosepistolasf.com 


OCEAN BEACH 


Cliff House 
1090 Point Lobos Ave, 
(415) 386-3330 
cliffhouse.com 


POTRERO HILL 


Goat Hill Pizza 
300 Connecticut St, 
(415) 641-1440 
goathill.com 


RICHMOND DISTRICT 


Indian Clay Oven 
2436 Clement St, San Francisco 
(415) 751-0505 


RUSSIAN HILL 


The Buena Vista Cafe 
2765 Hyde St, San Francisco 
(415) 474-5044 
thebuenavista.com 


SAN MATEO 


Clay Oven Cuisine of India 
78 E. 3rd Ave, San Mateo 
(650) 342-9194 
clayovensanmateo.com 
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Sky Lounge 
76 E. 3rd Ave, San Mateo 
(650) 342-6623 
skylounge/6.net 


SOMA 


Escape From New York Pizza 
715 Harrison St 
(415) 896-0700 


Goat Hill Pizza 
171 Stillman St, San Francisco 
(415) 974-1303 
goathill.com 


The Chieftain Irish Pub 
198 5th Street at Howard 
(415) 625-0436 
thechieftain.com 


Mathilde French Bistro 
315 5th St, San Francisco 
(415) 546-6128 
mathildesf.com 


Oasis Grill 
711-B Market St, San Francisco 
(415) 653-0464 
oasisgrill.com 


21st Amendment Brewpub 
563 2nd St, San Francisco 
(415) 369-0900 
21st-amendment.com 


North India 
123 2nd St, San Francisco 
(415) 348-1234 
northindiasf.com 


SUNSET 


King of Noodles 
1639 Irving St, San Francisco 
(415) 566-8318 


Chabaa Thai Cuisine 
2123 Irving St, San Francisco 
(415) 753-3347 


Other Avenue’s Co-OP 
3930 Judah St, San Francisco 
(415) 661-7475 
otheravenues.coop 


WEST PORTAL 


Clay Oven 
385 West Portal Ave, San Francisco 
(415) 731-2400 
clayovensf.com 
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(RIGINAL U.S, RESTAURANT 
NEW YORK STYLE For over 100 years, the U.S. Restaurant has been 


known as the place where locals go to enjoy Italian 


Qu alit yan cl food in an atmosphere just like nonnas house. 
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414 COLUMBUS AVENUE, SAN FRANCISCO, CA 94133 


415-398-1300 ORIGINALUSRESTAURANT.COM 
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% “Classic pizza 
is done right DN Con = — 
at Long Bridge oe = 
in Dogpatch” 


-SF Examiner 


25647 5rd Street 


415.829.8999 


LongBridgePizza.com 


Mon-Fri: 11am-3pm & 5-9pm 
Sat: 12-9pm 





Silver Cloud FY yeAC yn | 1994 LOMBARD ST. SAN FRANCISCO 


WE ARE FOOTBALL! 
ALL NFL AND NCAA 
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OPEN 7 DAYS/WEEK 11AM-2AM 
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FRESH EATS 


Spicy 
chicken 


Let the Bird 
Flip You 


By Peter Lawrence Kane 


Washington, D.C., just got a 
new “beak-to-talon” restaurant called 
the Bird that serves 13 different varieties 
of fowl, and the check comes in a fake 
bird’s nest complete with an egg. That’s 
really cool and all, but Washington is 
known as Los Angeles for Ugly People for 
a reason, and it’s pretty full of Republi- 
cans. 

San Francisco has a restaurant 
known as the Bird, too, and it’s a much 
simpler affair. It’s a project by the tire- 
less Adriano Paganini and his Back of 
the House restaurant group — consist- 
ing of Beretta, Super Duper, Belga, and 
many others — which explicitly states 
“86 the Bullshit” as their mantra. You 
won't find bullshit (or guano, for that 
matter) at the Bird, which has a menu 
as stripped-down as a boardwalk hot 
dog stand — for now, anyway. You can 
get a free-range fried chicken sandwich 
(mild or spicy, $8), curly fries ($2.50), 
and a hot ice-cream sandwich ($3.50). 
That’s it. Even the beer, cans and bot- 
tles only, are stacked in tiers according 
to their prices, all in the $2-$5 range. 
(Go ahead, get a Hamm’s!) It’s probably 
a little soul-crushing to work in such 
a place, making the exact same thing 
over and over — although maybe not, 
if you're all about pursuing perfection 
in your craft. Simpler still, it’s only 
open from 11 a.m. to 3 p.m. on week- 
days (still an extra hour of availability 
compared with Temescal’s gold stan- 
dard for fried chicken, Bakesale Betty). 

In any case, the Bird’s bird is thickly 
breaded and spicy in a slow-building, 
berbere blend way, with tons of house- 
made apple slaw, celery, and pickles 
falling out of its red-and-white check- 


MUSIC 


ered sleeve. The curly fries are curly 
fries, about which little description is 
needed — although there’s an option 
to get them “loaded” with cheese, sour 
cream, and bacon. But the hot ice- 
cream sandwich is quite clever. Like a 
hermit crab It’s-It that left its home 
for a thicker shell, it’s served in a bun 
that’s almost like brioche. Eating it 
before it melts could be hard if you 
have sensitive teeth, but it’s a most 
satisfying snack. Paganini’s mounting 
reputation as San Francisco's king of 
fast-casual is well-deserved. This is one 
time when you should let the bird flip 
you. 


The Bird 
115 New Montgomery St. 
415-782-9825 or thebirdsf.com 


Five Must-Try 
Dishes at Plaj 


For now, the Swedish-American 
Hall is almost the last vestige of what re- 
mains of Upper Market’s once-thriving 
Scandinavian heritage. While we're all 
waiting for Ryan Scott to put the finish- 
ing touches on Finn Town, his new proj- 
ect in the Castro that’s not even all that 
Finnish, the pickled pleasures of herring 
and skagen can be had one neighbor- 
hood over, at Plaj. 

Pronounced “play,” the four-year- 
old Hayes Valley restaurant puns on 
the whimsy it brings to a cuisine fre- 
quently thought to be as severe and 
unyielding as the tundra, as well as to 
the programming at the nearby the- 
ater-ballet-opera complex at Civic Cen- 
ter. Swedish-born chef-owner Roberth 
Sundell and his wife Andrea redesigned 
the interior to balance the formality 
of white tablecloths with Ma- yy p39 
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KINGDOM OF DUMPLING 








== AUTHENTIC CHINESE + DIM SUM == 


Hand Made and Fresh 
Over 20 Kinds of Dim Sum 
Dumplings 
Pot Stickers 


Won Ton 





Pancakes 


TAKE OUT: 2048 Taraval St. 415.665.6617 
DINE IN: 1713 Taraval St. 415.566.6143 


FALL IN LOVE, HAPPENS, GROWS AND STAYS 
win ~WWW.Kingofchinesedumpling.com iin: 


ee ae . 





KING OF NOODLES 


— Hand-Pulled Everyday — 
1639 Irving St., 415.566.8318 


SATURDAY, 
NOVEMBER 12TE 
7PM - $15 DOOR COVER 7 


3200 24TH ST @S. VAN NESS 
415-550-7510 
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tisse-esque wallpaper depicting herbs 
and blossoms. The menu remains 
firmly anchored in the upper latitudes, 
a little less cerebral than the recently 
closed Franco-Scandinavian Volta, but 
full of well-executed dishes that go far 
beyond Swedish meatballs — although 
they have them here, too. 

And even when it does open, Finn 
Town's Scandinavian contributions will 
be a moot point, anyway, as Finland, 
while definitely a Nordic country, is 
not technically part of Scandinavia. So 
the Plaj is indeed the thing. 


Toast skagen 

This tower of bay shrimp on brioche 
named for the northernmost town in 
Denmark may swap out its roe from day 
to day, but the dominant note will always 
be the tang of horseradish. Bedecked 
with herbs, it’s lighter than any mayo- 
heavy seafood salad. And carb-y though 
it is, don’t let it stop you from ordering 
Plaj’s bread, with its caramelized butter 
and scallion. 


Smorrebred 

You aren't going to get out of here with- 
out encountering at least a few unfamil- 
iar terms, and this trio of open-faced 
sandwiches includes lamb terrine, a rul- 
lepglse made with lamb instead of the 
standard pork, and gubbrora, the combi- 
nation of spice-cured anchovy and egg 
that’s Swedish for “old man’s mix.” It’s 
rich and only mildly saline, and all three 
smegrrebrgds — Danish for “bread and 
butter” — are rib-stickers. This one all 
but cries out for a beer. 


Smoked fish croquettes 

One must always get one fried thing, 
mustn’t one? At three to an order, these 
fried fish balls, mixed with trout roe and 
horseradish cream, are as hearty and sat- 
isfying as any arancini. 


Herring platter 

And one must dive deep into the Baltic 
Sea, as well. Herring might be a polariz- 
ing fish, but it’s got those omega-3s, and 
here, it’s also got pink peppercorn, 
lemon, and apple. Pair it with Plaj’s 
house aquavit, with wintry flavors of car- 
away and juniper. 


Grilled Duroc pork chop 

It's November, and that means ending 
ona meaty note. Braised ox cheek and 
elk saddle may sound good, but let’s say 
what you really want is to reward your- 
self with something truly classic. Sun- 
derth’s gorgeously plated, bone-in pork 
chop is flawless — as befits the Duroc 
breed of pig — prepared with mush- 
rooms and a red wine jus. They don't sur- 
vive a seven-month winter on Svalbard 


by eating lichen! — PLK 
Plaj 


333 Fulton St. 
415-294-8925 or plajrestaurant.com 
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Restaurant 


A San Francisco Tradition Since 1970 


North Beach Restaurant has 
served the finest Cucina Toscana 
in the Bay Area. Famous for its 
home-cured prosciutto and the 
freshest caught wild fish in the 
Bay Area, the restaurant is a 
dining destination with great food, 
award-winning wine list, relaxed 
atmosphere and superb service. 


Serving continuously from 
11:30am- 11:45pm 
Private Banquet Rooms (up to 135) 
Valet Parking 
1512 Stockton Street, San Francisco 
(415) 392-1700 


VVAWVAVAVA ale) dual elar-lelalaccieclele-laimeelan 
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. Buy 1 Get Second 1/2 Off! & 


Dine in only. Lunch buffet & delivery excluded. 
Must present ad. 
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AVAILABLE FOR PARTIES! 





8th Annual DAY OF THE DEAD Art Exhibit 
Curated by Calixto Robles 


Art Exhibit only at Valencia Street location 


f ry) @PuertoAlegreSF 


415.255.8201 © 546 VALENCIA ST IN LA MISSION 
415.285.1783 ¢ 2950 25TH ST IN LA MISSION 
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Prime Rib Nights 


Every night 
at the Marina’s Best Kept Secret 





Buchanan @ Greenwich / Bar opens at 4pm / Dinner nightly 59m-1am 


40 


The Brazen Head 


Tel: (415) 921-7600 www.brazenheadsf.com 
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NECTICUT YAnyr, 


NOW OPEN! 
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WITH A NEW MENU & COCKTAILS! 


SHOWING ALL PATS Ze. =] 


& SOX GAMES! 





HOURS KITCHEN 

Mon - Vied...11am- Midnight Sum-Wed 0.00... 100m 
Thurs - Fri... ttaw- 2am © Thurs - Sat ................ Midnight 
Saturday................ 70am - Zam 

Sunday... 10am - Midnight 


415,552 4440 *& theyankee.com # comer of 17th & Connecticul 
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TOMATO JUICE AND KAHLUA 





Freakin’ Yuppies 


By Peter Lawrence Kane 


“It’s my Friday,” says Amy the 
jovial bartender, a 60-ish woman with 
long gray-white hair. “Tll have to start 
drinking soon.” 

It’s Wednesday afternoon, and 
Game 2 of the World Series is about to 
start. There are boxes of cherry toma- 
toes on her bar, and before we order 
anything, we convince her to use them 
to make us something highly unpalat- 
able. A little prodding, a little hesitant 
back-and-forth between friendly 
seeming strangers testing each other’s 
sincerity, and she’s making chilled 
Kahlua-and-tomato-juice shots for her- 
self, me, and Wes Rowe, the proprietor 
of Wes Burger ’N’ More. 

“T’'m going to taste it,” Amy says, 
pausing over whether to blend or mud- 
dle it. “I dare you, if you double-dare 
me.” 

“I told you already,” Wes says, “T'll 
drink one if you do. Salt the rim!” 

Six months ago, he and I went on 
a multiday rampage in pursuit of San 
Francisco’s best burgers, and as we 
got to know one another, we learned 
that we share a passion for finding the 
world’s weirdest, most amazing dive 
bars. So we've driven to San Mateo 
to come to Yuppie Bar, a surprisingly 
large dive that’s hard by the Caltrain 
tracks and which he’d stumbled upon 
years before on a double-date with a 
friend and two girls from San Jose. 

It’s on the southern end of downtown, 
near Ramen Dojo and Ramen Parlor 
and across the street from Espetus 
Churrascaria (whose only other loca- 
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tion is on Market and Franklin streets 
in San Francisco). 

The sign outside says “YUPPIE” ina 
blocky, college jersey-looking typeface 
beneath the international symbol for 
a dive: a martini glass with an olive in 
it. It’s cash-only, with Jell-O shots at 
three for $5. Decked out for Halloween 
and the Giants alike — same color 
scheme, handily enough — it’s got bats 
and pumpkins hung from the dropped 
ceiling amid faux-stained glass light 
fixtures in the shape of bunches of 
fruit. The sign in the men’s room reads, 
“Please do not deposit cigarette butts 
in the urinal. It makes them soggy and 
hard to light.” 

I’ve drunk life to the lees at a DIY 
Bloody Mary bar in Boise, Idaho, that 
had dozens of hot sauces, I’ve gotten 
kicked out of the Carousel Bar at the 
Hotel Monteleone in New Orleans 
on Mardi Gras for trying to pee be- 
fore ordering a drink, and I’ve been 
robbed at gunpoint outside a bar in 
Buenos Aires. But I'd never had a toma- 
to-and-Kahlua shot. It’s not good, but 
it isn’t gross, either. 

“It’s contrasting flavors,” Wes says. 
“You got salty, you got savory, you got 
sweet. Squirt some lime in there.” 

“That’s not as horrible as I thought 
it would be,” Amy says, laughing at our 
collective stupidity. 

“How much grosser can we make 
it?” Wes asks, egging her on for round 
two. 

We throw down a shot of Early 
Times and an IPA chaser in the mean- 
time. Two stools down, a barfly named 
Flash who’s watching South Park warns 
us not to overdo it on our new idea. 

“They might come back to haunt 
ya, he says, encouraging Amy to try 
tomato-and-Bailey’s, a proposal she 
prudently swats down on grounds that 
that shit would curdle. 

With a Facebook page that hasn’t 
been updated since a post bidding a 


MUSIC 


bartender farewell in summer 2011 — 
which got one like, and a comment in 
Arabic script in late 2013 — this place 
is the epitome of don’t-give-a-fuck. 

Its name sounds like a tech-savvy 
way to game Yelp to climb to the top 
of a hate-search. (Can you imagine a 
dude with a ponytail and contrast col- 
lar, and whose BMW convertible has a 
carphone, choosing “Yuppie Bar” from 
among Downtown San Mateo’s diverse 
offerings with a sigh of relief?) 

And although Yuppie Bar’s most re- 
cent Yelp review is a one-star slam that 
included the criticism, “Bartenders 
drink quite openly and their friends 
also drink and seems like for free,” that 
certainly does not seem to be true. Wes 
and I pay for every drink, even though 
we ve definitely made a new friend. He 
then plays Funkadelic’s album Maggot 
Brain on the jukebox in its entirety. 
Amy turns it down to hear LoCash 
sing the national anthem before the 
game starts, and we attempt another 
round of tomato-and-Kahlua with a 
woman named Maggie who inadver- 
tently stole my seat, along with her 
husband, whose name I don’t catch. 
They’re skeptical. We can’t get a very 
drunk-sounding woman with a voice 
like that of Patty Mayonnaise or Yoga 
Jones from Orange in the New Black to 
try one, either, so we get her to try on 
my hat instead. By this time, there’s 
a lively, bar-wide discussion about 
Bootsy Collins’ career, and Amy knows 
all about Wes Burger ’N’ More. She’s 
selling the uninitiated on its virtues, 
especially the Portabella Reuben and 
tater tots. 

“T like your sign,” she says, looking 
at a pic on Maggie’s phone. “Very 
retro.” 

“T don’t think I’m gonna go back to 
work tonight,” Wes says. 

He texts a girl he knows. I fail at 
every attempt to properly quote the 
dialogue in Wayne’s World when Wayne 
encourages Garth to throw up on a girl 
because “if you blow chunks and she 
bolts, then it was never meant to be.” 

Maggie’s husband tells us about a 
weird drink he encountered in Puerto 
Vallarta that has something to do 
with jellyfish. I press him on toma- 
to-and-Kahluaa. It’s like chum, I say, 
going for a tenuous fishing connection. 
He’s still a no. We spitball various 
names. The Amy-liminator. The Flam- 
ing Moe. 

Then Wes hits on it. 

“This is what it should be called: 

a Go Fuck Yourself shot,” he says. 
“Cause if you tell people what’s in it, 
they’re going to tell you to go fuck 
yourself before they drink that shot. 
You would have one of those now!” 

“No,” Maggie’s husband says, “I 
wouldn't.” 


Yuppie Bar 
709 SouthB St., San Mateo 
650-343-8183, no website. 
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Live Jazz Nightly 
Zagat Rates John’s Grill - #1 Steakhouse 
in Downtown San Francisco. 


(415) 986-3274 | www.JohnsGrill.com 
63 Ellis Street between Powell & Stockton 
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Make-Out Room 


THURSDAY NOVMBER 3 7PM $10-12 
FRANKIE & THE WITCH FINGERS 
w/ MINI HORSE ¢ SILVER SHADOWS 
FOLLOWING AT 10PM FREE! 


DJ FOODCOURT 
& HIS PALS 
ROCK/POP/SOUL/CRAP 


FRIDAY NOVEMBER 4 7PM $8 


“ABOUT LAST NIGHT: 
A ONE NIGHT STAND STORY TELLING SERIES” 


FOLLOWING AT 10PM 
$5 BEFORE 11PM, $10 AFTER 
BOOM! SHAK-A-LAK-A 
FUNK, SOUL, DISCO, WAVE, SYNTH-POP, 
HIP-HOP, GROOVE, INTERNATIONAL 


DJ 2SHY-SHY & DJ MELT W/U 


SATURDAY, NOVEMBER 5 7:30PM $10 


TITAN-UPS 
THE BOARS 
FOLLOWING AT 10PM $5 BEFORE 1PM, $10 AFTER 


EL SUPERRITMO! 
DJ EL KOOL KYLE Y DJ ROGER MAS 


CUMBIA, DANCEHALL, HIP-HOP, REGGAETON, SALSA BUENA Y MAS! 


SUNDAY, NOVEMBER 6 6:30PM $8 


NAME THE BAND (BRAZIL) 
THE SEAGUL 


FOLLOWING AT 10PM FREE! 


W/ DJS JUSTIN & KURT 
TECHNICOLOR SOUNDS: SOFT VINYL SOUL 


MONDAY, NOVEMBER 7 6:30PM FREE! 


THE MONDAY MAKE OUT 
THE CUTTING EDGE OF BAY AREA 
JAZZ AND IMPROVISED MUSIC 
WAYNE GRIM’S ENTARTETE ENSEMBLE 
HARE AND ARROW 
LINGUA INCOGNITA SESSION 


TUESDAY, NOVEMBER 8 6PM FREE! 


KEEP IT CHERRIED! 
w/ DJ PAISLEY 
ROCK N ROLL, 60S PSYCH, SURF, 70S FUNK 
& PUNK, NEW WAVE, DISCO 


FOLLOWING AT 10PM FREE! 
SLOW JAMS 
DEEP & SWEET 60S SOUL & STUFF 
DJ PAUL COSTUROS 


w/ DX N GUEST 
WEDNESDAY, NOVEMBER 9 6PM FREE! 


MAWKISH TWADDLE 
W/ DJ STILL OR SPRAKLING? 


SUNSHINE POP, BUBBLEGUM, POWER POP, INDIE ROCK, PSYCH 
POP, POST-PUNK, CHAMBER POP, (86, EASY LISTENING, TWEE 
POP, GLAM, NORTHERN SOUL, HONKY TONK, DISCO, SHOEGAZE, 
FUZZ & OCCASIONAL DISSONANCE 


FOLLOWING AT 10PM FREE! 


BURN DOWN THE DISCO! 
80S DANCE PARTY! 


GROOVE, WAVE, SYNTH-POP, HIP-HOP 


DJ 2SHY-SHY & DJ MELT W/U 


3225 22nd ST. @ MISSION SF CA 94110 


415-647-2888 * www.makeoutroom.com 
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TM ALITTLE BIT OF A CONTROL FREAK’ 





By Elle Carroll 


Robin Edwards’ adolescent years 
did not resemble a John Hughes movie. 
Like most young adults, she dealt with 
her fair share of puberty-induced angst, 
though not in a particularly cinematic 
way. There were no Dazed and Confused 
moments of revelation and meaning, no 
scenes that captured the halcyon days of 
youth, and no perfectly timed 
soundtracks. Instead, she had a small 
group of friends, and spent the bulk of 
her spare time writing in her journal, 
working for the school newspaper, and 
strumming acoustic guitar covers in her 
bedroom. 

But Edwards, who performs un- 
der the moniker Lisa Prank, didn’t 
stick around high school for long. She 
graduated early at 17 and enrolled in 
the University of Colorado at Denver 
shortly thereafter. Craving indepen- 
dence, she endured dorm life for a 
semester before moving into her own 
apartment. 

Now, at 27, she’s making up for 
lost time. Her most recent album, 
Adult Teen, is a punchy collection of 
pink-tinted punk songs about feeling 
all those earth-shaking teenage emo- 
tions, even though she’s no longer a 
teenager. 

“As an adult, I’ve had the big, 
dramatic emotions that I was taught 
you re supposed to have as a teenager 
and you're supposed to get over by the 
time you're done being a teenager,” she 
says. “My feelings are still just as wild 
and dramatic as they have ever been.” 

As a result, the album is equal parts 
sassy, sincere, joyful, and vulnera- 
ble. “’m checking your horoscope / 
Trying to remember the things you 
said,” she admits on “Luv Is Dumb,” 
an ultra-bright ode to the IQ-lower- 
ing power of crushes. “Jumper” is a 
’90s-inspired, alt-rock crash course on 
being addicted to love, despite the way 
it ruins everything. “When I’m not fall- 
ing, Iam looking for a ledge,” she sings 
on the track. “Then you smiled at me, 
and I’m jumping off the edge.” 

After graduating from high school, 
Edwards ditched covering songs and 
started writing her own music. She 
bought an electric guitar and formed 
a rowdy punk band called Lust-Cats of 
the Gutters with her then-best friend. 
As she tells it, it wasn’t pretty. 

“We didn’t really know how to play 
our instruments very well,” she con- 
fesses. 

It was a beginning nonetheless, 
and one that allowed her to dive head- 


Post-Pubescent Angst 


Robin Edwards 
of Lisa Prank 


first into the community of artists, 
musicians, and writers in Denver. She 
learned to read tarot — a hobby she 
still maintains by doing $5 readings 

at her merch table following each of 
her performances — moved into a 
punk house lovingly dubbed the Witch 
House, and launched her solo project, 
Lisa Prank. 

For a while, it was lovely — until it 
wasn't. Several of her friends moved 
to the coasts or quit playing music 
altogether. Sensing the disintegration 
of her crowd, she moved to Seattle for 
a month to work for a film festival, 
staying at a house with members of 
the feminist pop-punk band Tacocat. 
It didn’t take much for Tacocat to 
convince Edwards to make Seattle her 
permanent home. 

“T always wanted to move some- 
where else,” she says of her mindset 
at the time. “I was in a place in my life 
where I didn’t really have a band, I was 
playing solo, and I wasn’t dating any- 
one. I was very mobile.” 

She lived with Tacocat for two 
years, honing her Lisa Prank sound, 
style, and identity — which includes 
clashing floral prints and a giant yellow 
crown designed by Liam Downey of the 
post-punk band So Pitted. 

“T feel like Lisa Prank gets to be this 
exaggerated version of myself,” says 
Edwards, who ditches her everyday 








flannels to perform in sequins and gi- 
ant, dangly earrings. 

She’s not married to the idea of Lisa 
Prank as a perpetually solo endeavor, 
however. She chose to perform under a 
stage name so as to not be pigeonholed 
as a singer-songwriter act, and thinks 
of the project as a band. 

“I fantasize about getting a real Lisa 
Prank band,” she says. “But there’s also 
something that’s so simple and easy 
about it just being me. I’m a little bit of 
a control freak.” 

Despite her solo status, surround- 
ing herself with like-minded artists is 
indispensable to Edwards’ creativity. 
Case in point: She still lives with fellow 
musicians in a punk house — although 
this one is called Magic Lanes. 

“T’ve been lucky that my relation- 
ships with punk houses have been long 
ones, she says with a laugh. “T really 
like to be around a lot of people. I don’t 
want to be isolated.” 

It took some time, however, for 
Edwards to find her own support sys- 
tem of women artists within her own 
genre. Pop-punk is notorious for its 
misogyny; its early- and mid-aughts 
heyday was replete with tortured 
white boys demonizing the women 
who dared not worship them in all 
their mediocrity. (Prime example: 

In “Dumpweed” by Blink-182, Mark 
Hoppus croons, “I need a girl that I can 


COVER STORY THECALENDAR ARTS & CULTURE EAT & DRINK 





tie 


Sarah Cass 


train.”) As much as she loved the genre 
as a tween, Edwards understandably 
struggled to reconcile with it as she 
grew older. 

“T initially listened to pop-punk in 
middle school, and then divorced my- 
self from it because I didn’t see people 
like me reflected in it,” she says. 

She came back around to the genre 
when she started playing music as Lisa 
Prank, redirecting it toward her own 
ends. She is not alone in this either: 
Tacocat, Chastity Belt, and Childbirth 
(whose members she counts among 
her friends) are making pop-punk a 
thoroughly feminist enterprise, too. 

“At some point, you revisit the 
things from your past, and you can see 
the value in them, even though they 
are deeply flawed,” she says. “I had that 
experience with pop-punk.” 

And Adult Teen is that experience in 
practice. Unflinching in its vulnerabili- 
ty and fabulously fun, the record is Ed- 
wards landing a glittering punch in the 
gut of the heartbroken pop-punk “nice 
guys’ and jerks of yesteryear. And she’s 
done it without so much as knocking 
her giant crown out of place. 


Lisa Prank plays with 
PWR BTTM and Bellows 
at 8 p.m., Wednesday, Nov. 9, 
at Rickshaw Stop. $12-$15; 
rickshawstop.com. 
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LISTINGS 


Club listings are offered as a free service to 
SF Weekly readers and are subject to space 
restrictions. To change an existing listing or to 
have a listing added, email (Calendar@sfweekly. 
com), fax (777-1839), or mail (835 Market St., 
Suite 550, S.F..CA 94103). Deadline is noon 
Tuesday for the following week's issue. Our 
Concerts section lists major shows and special 
events. Call individual clubs for show details. 
Except as noted, all phone numbers are in the 
A415 area code. Listings rotate regularly, as space 
allows. Our complete listings of local clubs - 
searchable by keyword, date, and genre - are 
available online. 
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THURSDAY, NOV. 3 


CL: 8:30 p.m., $75-$300. Warfield Theatre, 
982 Market, San Francisco, 415-345-0900. 

Manic Focus: W/ Thriftworks, 9 p.m., $15. The 
Independent, 628 Divisadero, San Francisco, 
415-771-1420. 

Ms. Lauryn Hill: W/ NAS, Kehlani, Seun Kuti & 
Egypt 80, 7 p.m., $65. Greek Theatre, Hearst 
Ave. & Gayley Road, Berkeley, 510-809-0100. 

The Psychedelic Furs: W/ Pom Poms, 8 p.m., 
$40. Great American Music Hall, 859 O'Far- 
rell, San Francisco, 415-885-0750. 

Shovels & Rope: W/ Indianola, 8 p.m., $27.50. 
The Fillmore, 1805 Geary, San Francisco, 
415-346-6000. 


FRIDAY, NOV. 4 


Autograf: W/ Goldroom, Speaker of the House, 
Starfari (DJ set), 7:30 p.m., $20-$25. Fox 
Theater - Oakland, 1807 Telegraph, Oakland, 
510-548-3010. 

The Greyboy Allstars: Featuring The Brownout 
Horns, 9 p.m., $30. The Independent, 628 
Divisadero, San Francisco, 415-771-1420. 

Jon Bellion: W/ Alec Benjamin, Travis Mendez/ 
Blaque Keyz, 8 p.m., $25-$35. Warfield 
Theatre, 982 Market, San Francisco, 415- 
345-0900. 

Katt Williams: 8 p.m., $70+. Oracle Arena, 
7000 Coliseum, Oakland, 510-569-2121. 

La Sera: W/ Springtime Carnivore, TV Party, 
8:30 p.m., $15. Swedish American Hall, 2174 
Market, San Francisco, 415-861-5016. 

Ms. Lauryn Hill: W/ NAS, Kehlani, Seun Kuti & 
Egypt 80, 6 p.m., $65. Greek Theatre, Hearst 
Ave. & Gayley Road, Berkeley, 510-809-0100. 

Post Malone: W/ Jazz Cartier, Larry June, 
Hosted by FKi Ist, 9 p.m., $26-$28. The 
Regency Ballroom, 1300 Van Ness Avenue, 
San Francisco, 415-673-5716. 

Shovels & Rope: W/ Indianola, 9 p.m., $27.50. 
The Fillmore, 1805 Geary, San Francisco, 
415-346-6000. 

Steven Wilson: W/ Bruce Soord (The Pineapple 
Thief), 8 p.m., $35-$45. The Masonic, 1111 
California, San Francisco, 877-598-8497. 

The Devil Wears Prada: W/ Silverstein, Like 
Moths to Flames, 6:30 p.m.-12 a.m., $25, 
www.theuctheatre.org/event/1276247- 
devil-wears-prada-memphis-berkeley/. The 
UC Theatre, 2036 University Ave, Berkeley, 
510-356-4000. 

This Will Destroy You: W/ Balmorhea, 9 p.m., 
$21. Great American Music Hall, 859 O'Farrell, 
San Francisco, 415-885-0750. 


SATURDAY, NOV. 5 


Bob Moses: W/ Sebastian Mullaert (DJ set), 8 
p.m., $29.50. Fox Theater - Oakland, 1807 
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ROCK 


Bottom of the Hill: 1233 17th St., San Francisco, 415-621- 
4455. The Smith Street Band, w/ Grim Rhythm, Walter 
Etc., 7:30 p.m., $12. 

The Chapel: 777 Valencia, San Francisco, 415-551-5157. 
The Wild Reeds, w/ Steep Ravine, Valley Queen, 9 
p.m., $18-$20. 

Rickshaw Stop: 155 Fell, San Francisco, 415-861-2011. The 
Cave Singers, w/ Chris Cheveyo, 8 p.m., $15-S17. 

Slim's: 333 1Ith St., San Francisco, 415-255-0333. Southern 
Culture On The Skids, w/ Matt Jaffe and The Distractions, 
8 p.m., $16. 


DANCE 
Aunt Charlie's Lounge: 133 Turk, San Francisco, 415-441- 


Telegraph, Oakland, 510-548-3010. 

Flosstradamus: W/ A-Trak, Towkio, Gent & 
Jawns, 8 p.m., $45. Bill Graham Civic Audito- 
rium, 99 Grove, San Francisco, 510-548-3010. 

Gaucho: 8-9 p.m., $20, https://www.sfjazz. 
org/events/gaucho-live-joes-pub-cd-re- 
lease-party. SF Jazz Center, 201 Franklin 
St., San Francisco. 

Greensky Bluegrass: W/ The Lil Smokies, 8 
p.m., $27.50-$35. Warfield Theatre, 982 
Market, San Francisco, 415-345-0900. 

The Greyboy Allstars: Featuring The Brownout 
Horns, 9 p.m., $30. The Independent, 628 
Divisadero, San Francisco, 415-771-1420. 

Gryffin: 8 p.m., $20-$30. The Regency Ball- 
room, 1300 Van Ness Avenue, San Francisco, 
415-673-5716. 

Peter Hook & The Light: 9 p.m., $30. The 
Fillmore, 1805 Geary, San Francisco, 415- 
346-6000. 


SUNDAY, NOV. 6 


Andra Day: W/ Chloe x Halle, 8 p.m., $32.50. 
The Fillmore, 1805 Geary, San Francisco, 
415-346-6000. 

Bronco: 8 p.m., $45-$80. The Regency Ball- 
room, 1300 Van Ness Avenue, San Francisco, 
415-673-5716. 

Daniela Andrade: W/ Tim Atlas, 8 p.m., $21-$23. 
Great American Music Hall, 859 O'Farrell, 
San Francisco, 415-885-0750. 

Joan Baez: 7 p.m., $55-$85. Fox Theater - Oak- 
land, 1807 Telegraph, Oakland, 510-548-3010. 

Wild Beasts: W/ Porcelain Raft, 8 p.m., $20. The 
Independent, 628 Divisadero, San Francisco, 
415-771-1420. 


MONDAY, NOV. 7 


Joan Baez: 8 p.m., $55-$85. Fox Theater - Oak- 
land, 1807 Telegraph, Oakland, 510-548-3010. 

Primal Scream: W/ Death Valley Girls, 8 p.m., 
$39.50. The Fillmore, 1805 Geary, San Fran- 
cisco, 415-346-6000. 

Tory Lanez: W/ Jacquees, Kranium, Kurt 
Rockmore, VeeCee, 9 p.m., $28.50-$40. 
Warfield Theatre, 982 Market, San Francisco, 
415-345-0900. 


WEDNESDAY, NOV. 9 


ASAP Ferg: W/ Playboi Carti, Rob Stone, 8 p.m., 
$29.50-$32. The Regency Ballroom, 1300 Van 
Ness Avenue, San Francisco, 415-673-5716. 

Darlingside: W/ Frances Luke Accord, 8 p.m., 
$19-$23. Great American Music Hall, 859 
O'Farrell, San Francisco, 415-885-0750. 

Mac Miller: W/ Andre Power, CLOCKWORKDJ, 
7:30 p.m., $35. Fox Theater - Oakland, 1807 
Telegraph, Oakland, 510-548-3010. 

starRo: 9 p.m., $15. The Independent, 628 
Divisadero, San Francisco, 415-771-1420. 
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2922. “Tubesteak Connection,” w/ DJ Bus Station 
John, 9 p.m., $5-$7, 

Beaux: 2344 Market, San Francisco, 415-863-4027. “My 
So-Called Night,” ‘90s dance party with VJs Jorge Terez 
& Becky Knox, 9 p.m., free. 

The Cafe: 2369 Market, San Francisco, 415-621-4434. 
“Picante, w/ DJ Marco & guest DJs, 9 p.m.-2 a.m., Free. 

Cat Club: 1190 Folsom, San Francisco, 415-703-8964. “Class 
of ‘84,"" w/ DJs Damon, Steve Washington, Dangerous 
Dan, and guests, 9 p.m., $8 ($6 before 9:30 p.m.), 
www.facebook.com/pages/Thursday-nights-at-Cat- 
Club/191272240888168. 

Holy Cow: 1535 Folsom, San Francisco, 415-621-6087. Take- 
over Thursday, 10 p.m.-2 a.m., www.theholycow.com/. 

Infusion Lounge: 124 Ellis, San Francisco, 415-421-8700. 
“Trend Thursdays,” 10 p.m., $10. 

Neck of the Woods: 406 Clement, San Francisco, 415- 
387-6343. Thirst Trap Thursday, The latest hip-hop 
and Top 40 jams with DJ Eric Brian, 9 p.m., Free, www. 
neckofthewoodssf.com/event/1312991-thirst-trap- 
thursday-san-francisco/. 

Pop's Bar: 2800 24th St., San Francisco, 415-872-5160. BFF. 
fm, w/ Drew Smith. Rotating BFF.fm DJs spin a variety 
of tunes including indie rock, garage, electronic music, 
and more., 9 p.m., Free, bff.fm. 

Q Bar: 456 Castro, San Francisco, 415-864-2877. “Throwback 
Thursdays,” w/ DJ Jorge Terez, 9 p.m.-2 a.m., Free. 
Raven: 1151 Folsom, San Francisco, 415-431-1151. 1999," w/ 

DJ Mark Andrus., 9 p.m., Free, facebook.com/1999sf. 

Temple: 540 Howard, San Francisco, 415-978-9942. “Next 
Level Thursdays,” 10 p.m., free with RSVP. 

Underground SF: 424 Haight, San Francisco, 415-864- 
7386. “Bubble,” 10 p.m., free, facebook.com/Lower- 
Haightbubble. 


HIP-HOP 


John Colins: 138 Minna, San Francisco, 415-512-7493. 
“Groove Theory,” w/ DJ Natural & Landol, 10 p.m., free. 

Skylark Bar: 3089 16th St., San Francisco, 415-621-9294. 
“Peaches,” w/ Lady DJs DeeAndroid, Lady Fingaz, That 
Girl, Umami, Inkfat, and Andre, 10 p.m., free, facebook. 
com/peachesladydjcrew. 


ACOUSTIC 


Bazaar Cafe: 5927 California, San Francisco, 415-831-5620. 
Acoustic Open Mic with Josh Beemish, 7 p.m., free. 
Neck of the Woods: 406 Clement, San Francisco, 415-387- 
6343. The Last Revel, w/ One Grass, Two Grass, Run Boy 
Run, 8 p.m., $10-$15, www.neckofthewoodssf.com/ 
event/1306223-last-revel-san-francisco/. 

Plough & Stars: 116 Clement, San Francisco, 415-751-1122. 
The Shannon Céili Band, first Thursday of every month, 
9 p.m., free. 

Revolution Cafe: 3248 22nd St., San Francisco, 415-642- 
0474. Honey of the Heart (Justin Ancheta & Maren 
Metke), first Thursday of every month, 8 p.m. 


JAZZ 

Elite Cafe: 2049 Fillmore, San Francisco, 415-673-5483. 
Live Jazz at The Elite Cafe, Thursdays, 6:30-9:30 p.m.; 
Sundays, 5:30-8:30 p.m., Free. 

Jazz Bistro at Les Joulins: 44 Ellis, San Francisco, 415- 
397-5397. Eugene Pliner Quartet with Tod Dickow, first 
and third Thursday of every month, 7:30 p.m., free. 

Zingari: 501 Post, San Francisco, 415-885-8850. Barbara 
Ochoa, 7:30 p.m., free. 


INTERNATIONAL 


Sheba Piano Lounge: 1419 Fillmore, San Francisco, 415- 
440-7414. Latin Breeze, 8:30 p.m. 


BLUES 
Biscuits & Blues: 401 Mason, San Francisco, 415-292-2583. 
Henry Gray, w/ Chris James and Patrick Rynn, 7:30 & 
9:30 p.m., $24. 
The Saloon: 1232 Grant, San Francisco, 415-989-7666. 
Christopher Ford, first Thursday of every month, 4 p.m. 


COUNTRY 


Space 550: 550 Barneveld, San Francisco, 415-550-8286. 
Sundance Saloon, Gay-friendly country dancing, Thurs- 
days, 6:30 p.m.; Sundays, 5 p.m., $5, sundancesaloon.org. 


EXPERIMENTAL 


»p =i Leoye: 
DS <elosent 


ADVANGE TIGKETS WHW.BROWNPAPERTICKETS.,COM 
THURSDAY, NOVEMBER 3.9-PM=S19-ADV./ $15 DOOR 
ARCANE DELVE-BOOKING PRESENTS: 
ULCERATE ‘wen zetinn), 
ZHRINE ‘aceisnn, 
pLus PHOBOGOSM Swontheat; canana) 
THE PINE BOX 
BOYS 


RELEASE PARTY FOR 
“THE FEAST.OF THREE ARMS” 


THE GRAVESIDE- QUARTET 
ius THREE HMES: BAD 


SATURDAY, NOVEMBER 5°10: PM'~ $8 
EARLY-onOW: 


MUNI DIARIES 
LIVE 


6 PM-9:PM.~$16-ADV TIX WWWLEVENTBRITE.COM 
LATE SHOW. 0PM =58 


OP INNING 605:50UL 455 


SATURDAY 


NICHT:SOUL 
PARTY 


WITHADUS 


LUGKY;: PAUL PAUL, 
avo PHENGREN- OSWALD 


SUNDAY, NOVEMBER 6:9:PM.-"$25 ADV / $30 DOOR 


ZION ROOTS SOUND PRESENTS: 
AKEA BEKA 


FEATURING 
VAUGH BENGAMIN CHE Voice oF miDNITE), 


PLus ZION ROOTS: SOUND 
MONDAY, NOVEMBER: 1. 9°PM = $8 
SO PITTED (sus pn) 
PLUSH: SOAR;: tus 
JOE WAINE BAND 
TUESDAY; NOVEMBER 8 91PM = $10 
BOMBSHELL 
BETTY 


« HER-BURLESQUETEERS 


UPCOMING 


THURS 11/10 PETE RG 
FRI 11/11 DUB: MISSION: JAGKY MURDA 
OAT 11/12 TORMENTA TROPICAL 
MON 11/14-VEKTOR/ BLACK FAST 
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xt 
FEATURING: 


PLINY THE ELDER... 
ALL DAY, EVERYDAY 
KITCHEN OPEN 
MON - SAT AT 4:00 PM 


NOV'S 
THROWBACK 
THURSDAYS 


CELEBRATE. THE PAST OF THIS GLORIOUS 
CITY. WITH “THE STEVE MCQUEEN” DRINK 
SPECIAL: AN.ICE COLD CAN OF ANCHOR 
CALIFORNIA LAGER AND A SHOT OF BUL- 


LEIT BOURBON FOR $8... 
NOV'S 


an\evening with 


MY THREE SONS 


(WILL CARROLL OF DEATH ANGEL/OLD 
GRANDAD AND HIS BROTHERS) 

DOORS 9PM. / SHOW 10PM /$5 COVER 

ALL THE SONGS YOU FORGOT YOU LOVED! 


NOV'6 
MADM’ZELLES POUTINE 


THE LADIES OF MADM’ZELLES POUTINE 
RETURN WITH THEIR MONTHLY POP-UP OF 
CANADIAN CUISINE, FEATURING POUTINE, 
SMOKED MEAT. AND MORE... 

DINNER IS SERVED AT-6PM!MONGE MOI! 


NOV*7 
MOJITO MONDAYS 


$5 MOJITOS ALL DAY 
AN) ASS-END HAPPY HOUR.-11 PM TO 2 AM 


$1 OFF DRAFT/WELL 
NOV'S 
TEQUILA TWO- 
WHEELED TUESDAYS 


$6 SHOT OF TEQUILA WITH 
A CAN OF. TECATE 


NOV*S 
WHISKEY WEDNESDAYS 


$5:PBR AND WHISKEY SHOT 


NOV"12 


alcoholocaust presents 


PARTY PLATES (cieveranp) 
MAID OF ACE 


(ALL'SISTER PUNK FROM UK) 


GROSERO 


DOORS 9PM / SHOW 10PM /$5 COVER 


BENDERS 


BAR & GRILL 


806 S. Van Ness @ 19th 
415.824.1800 
Mon-Thu 4pm-2am 
Fri-Sun 2pm-2am 
WWW.BENDERSBAR.COM 
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fRCRS 


FOLLOW THE FILLMORE 
FACEBOOK: /THEFILLMORE 
TWITTER: @FILLMORESF 
INSTAGRAM: @THEFILLMORE 


THE INFAMOUS 
STRINGDUSTERS 


HORSESHOES & HAND GRENADES 
FRIDAY, FEBRUARY 17 


SHOVELS & ROPE 


THURSDAY, NOVEMBER 3 
& FRIDAY, NOVEMBER 4 


FRIDAY, NOVEMBER Il 
DOORS 8/ SHOW 9 ¢ $25.00 


THE NEW MASTERSOUNDS 
CY 





SATURDAY, NOVEMBER 12 
DOORS 8/ SHOW 9 ¢ $39.50 


NIGHT RANGER 


SUNDAY, NOVEMBER 13 
1BLOlO) S/N) 5 OWA SN SOKO 0 


JOSHUA RADIN 


GOOD OLD WAR 





MONDAY, NOVEMBER 14 
& TUESDAY, NOVEMBER 15 
DOORS 7/ SHOW 8 ¢ $27.50 


GIGAMESH, PSYCHIC TWIN 


WEDNESDAY, NOVEMBER 16 
1BLOlO) SJ) 5 OWA SN SOKO 0 


PENNYWISE 


STRUNG OUT, UNWRITTEN LAW, RUNAWAY KIDS 


THURSDAY, NOVEMBER 17 
& FRIDAY, NOVEMBER 18 
THU: DOORS 7/ SHOW 8, FRI: DOORS 8/ SHOW 9 « $25.00 
*NOVEMBER 17 - SOLD OUT 


LUCIUS 


THE CACTUS BLOSSOMS (DUO) 


—_°THEe,_ 


“FILLMORE 


CELEBRATING 50 YEARS 


1805 GEARY (AT FILLMORE) 
SAN FRANCISCO 
SHOW INFO:415-346-6000 


LUCERO 


WINTER TOUR 


et Was 
as i y 


wile ame 


DEATH VALLEY GIRLS 
MONDAY, NOVEMBER 7 


SATURDAY, NOVEMBER 19 
DOORS 8/ SHOW 9 « $26.50 


OZOMATLI 


SPECIAL OZOKIDZ SHOW AT 3PM 


SUNDAY, NOVEMBER 20 
BOO) SMe/As) 5 OWE 


EY, 


* PLEASE NOTE: TICKETS FOR THIS SHOW ARE ONLY AVAILABLE AS A 


2-DAY TICKET WITH THE MASONIC SHOW ON 11/19 





FRIDAY, NOVEMBER 25 
DOORS 8/ SHOW 9 ¢ $25.00 


AURORA 


FOREIGN AIR 





FRIDAY, DECEMBER 2 
DOORS 8/ SHOW 9 « $42.50 


LOS LOBOS 





WEDNESDAY, DECEMBER 7 
DOORS 7/ SHOW 8 ¢ $25.00 


BROTHERS OSBORNE 


LUCIE SILVAS 





THURSDAY, DECEMBER 8, 
FRIDAY, DECEMBER 9, 


& SATURDAY, DECEMBER 10 
THU: DOORS 7/ SHOW 8, 
FRI & SAT: DOORS 8/ SHOW 9 ¢ $32.50 


AN EVENING WITH 


CHRIS ROBINSON 
BROTHERHOOD 


The Luggage Store: 1007 Market, San Francisco, 415- 
255-5971. LSG New Music Series, 8 p.m., $6-$15 sliding 
scale, outsound.org. 


ROCKABILLY 


Tupelo: 1337 Grant, San Francisco, 415-981-9177. Whisky 
Pills Fiasco, first Thursday of every month, 9:30 p.m. 


FRIDAY, NOV. 4 


ROCK 


Amoeba Music: 1855 Haight, San Francisco, 415-831-1200. 
He Who Cannot Be Named, 6-8 p.m., Free. 

Bottom of the Hill: 1233 17th St., San Francisco, 415-621- 
4455. From Indian Lakes, w/ Made Violent, Wild Wild 
Horses, 9:30 p.m., $15. 

Hotel Utah: 500 Fourth St., San Francisco, 415-546-6300. 
No Party For Cao Dong, w/ Super Cassette, Commoner, 
10-11 p.m., $10, www.hotelutah.com/event/1323671-no- 


Tn 


SAN FRANCISCO 


party-for-cao-dong-san-francisco/. 

Rickshaw Stop: 155 Fell, San Francisco, 415-861-2011. 
Day Wave, w/ The Moth and The Flame, 888, DJ Aaron 
Axelsen, 9 p.m., $15-S17, 

Slim's: 333 TIth St., San Francisco, 415-255-0333. Midnight 
North, w/ Phil Lesh, Dan Lebowitz, Jay Lane, 9 p.m., $16. 


DANCE 


Beaux: 2344 Market, San Francisco, 415-863-4027. “Man- 
imal," 9 p.m., free before 10 p.m. 

The Cafe: 2369 Market, San Francisco, 415-621-4434. “Boy 
Bar,” 9 p.m., $5, guspresents.com. 

Cat Club: 1190 Folsom, San Francisco, 415-703-8964. 
“Strangelove, New Wave, industrial, goth, and gloomy 
‘80s with DJ Tomas Diablo, first Friday of every month, 
9:30 p.m., $8 ($5 before 10 p.m.), strangelovesf.com. 

Columbus Cafe: 562 Green, San Francisco, 415-274-2599. 
SOUL TIME! Funky Soul First Fridays, DJ's spinning 
1960's & 70's FUNK, SOUL, CROSSOVER, NORTHERN 


FOR OUR COMPLETE 
SCHEDULE VISIT: 


PUNCHLINECOMEDYCLUB.COM 


SF COMEDY SHOWCASE - EVERY SUNDAY! 


WEDMESDAY 11/2 - SATURDAY 11/5 


ALICE WETTERLUND 


FROM HEO'S SILICON VALLEY) 


THURSDAY 11/ 10 - SATURDAY 11/12 


EMAAY AMOR D-WINKING WRETER FROM 
THE SIMPSONS! 


THURSDAT 11/ 17 + SATURDAY 11, 19 


FROM INSIDE AMY SCHUMER! 


SUNDAY 11/6 
LANCE WOODS 
& FRIENDS 


WEDNESDAY 11/9 ~- THURSDAY 11/10 


SAND UP COMEDY 
FREE SHOW! 


SUNDAY 11/28 
AN EVENING WITH 
REX NAVARRETE 
WEDNESDAY 11/23 - SATURDAY 11/26 
DAT PHAN 


SATURDAY E126 - SUNDAY 1197 


BRIDGET EVERETT 














viowie | 


WILL DURST PRESENTS: 
ELECTION EVE 


JOE BARTNICK 


“WICO SANTOS - 
JAMES ADOMIAN 


r Say j 4 AUS) 13 f) 


JAKE JOHANNSEN 


FOR OUR COMPLETE 
SCHEDULE VISIT: 


COBBSCOMEDY.COM 


THURSDAY 11/ 3+ SATURDAY 11/5 


FROM. FI'S THE LEWGUE! 


FRIDAY 11/11» SUNDAY 11/13 
BILL BELLAMY 


LADEES MGHT DET TOUR 


FRIDAY 11/ 18 - SATURDAT 11/19 


JAY PHAROAH 


FROM SH) 


915 COLUMBUS AVENUE (@ LOMBARD) © 18 & OVER © 2 DRINK AINIMUM 


ticketmaster 


CHEAP PETE’S 


ticketmaster.com HEAP PETE LAGUNITAS, (D)ecosi Cit] 


Limit 8 tickets per person. All dates, acts and ticket prices are subject to change without notice. All tickets are subject to applicable service charges. *Advance tickets will still 
be available with NO SERVICE CHARGE on Sunday 10:00am to 3:00pm at the Fillmore box office only. Charge by phone at 800-745-3000. Buy tickets at livenation.com. 
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SOUL, DISCO all on original vinyl 45 records. Come get 
your boogie on, on the dance floor!, at this exclusive 
underground rare soul party. Come experience a great 
landing spot for North Beach First Fridays Art Walk. DJ 
Rodrigo Scandroglio (Silver & Black Soul Club - Oakland), 
DJ Victoria (Soul Time! - San Francisco)., first Friday of 
every month, 8:30 p.m.-la.m., Free, 415-274-2599, www. 
facebook.com/BayCitySoul. 

EI Rio: 3158 Mission, San Francisco, 415-282-3325. LE 
FOMO, w/ Sweeping Exits, 8-11 p.m., Free, https://www. 
facebook.com/events/289216948143460/. 

The Grand Nightclub: 520 Fourth St., San Francisco, 
415-814-3008. DVNO Fridays, World Class DJ's playing 
the best Latin Hits x Top 40 x Hip Hop, 10 p.m.-2 a.m., 
Free, 415-636-0029, info@grandnightclub.com, www. 
grandnightclub.com/events. 

Infusion Lounge: 124 Ellis, San Francisco, 415-421-8700. 
“Flight Fridays," 10 p.m., $10. 

Mezzanine: 444 Jessie, San Francisco, 415-625-8880. Wet, 
w/ Demo taped, 9 p.m., $22-$25. 


Oasis: 298 Iith St., San Francisco, 415-985-4442. “Poly- 
glamorous,” first Friday of every month, 10 p.m., $7-$10. 

Origin: 1538 Fillmore, San Francisco, 415-825-0338. 
“OMGF,” 9:30 p.m. 

Q Bar: 456 Castro, San Francisco, 415-864-2877. “Hard,” 
w/ DJ Haute Toddy, 9 p.m.-2 a.m., $3. 

Raven: 1151 Folsom, San Francisco, 415-431-1151. “Club 
Raven,” Every Friday with DJ Mark Andrus. Free before 
tpm., 9 p.m.-2 a.m., $10, 415-431-1151, info@ravenbarsf. 
com, www.ravenbarsf.com/. 

S.F. Eagle: 398 12th St., San Francisco, 415-626-0880. 
"Vittles," w/ DJ Bulldog Mike, first Friday of every 
month, 8 p.m. 

Slate Bar: 2925 16th St., San Francisco, 415-558-8521. 
“Soul Funky,” w/ resident DJ Kevin Garcia, first Friday of 
every month, 7-10 p.m., free, facebook.com/soulfunkysf. 

Wish: 1539 Folsom, San Francisco, 415-278-9474. Music 
Is Life, w/ DJ MDA and special guests, 9 p.m.-2 a.m., 
Free, wishsf.com. 


UPCOMING SHOWS 
AT 1015 FOLSOM SF 


SAT. 11.05 FRI. 11.11 


— _— — — —- el — -— ——— 9 


NGHTMRE 
HIPPIE SABOTAGE 


SHURA | 
SAT. 11.12 | FRI. 11.18 


STOOKI SOUND , ' o 
FKI 1ST | < 


y. 


ANJUNADEEP LABEL TOUR 
JODY WISTERNOFF + LUTTRELL 
+ THEO KOTTIS + YOTTO 


STAT 
UINTINO ByPLtaon 
(D U [OQ SAT. 11.19 SAT. 11.26 


LATIN SATURDAYS + PURACLUB.COM 


NOY 


S PURA SATURDAYS T—TTIFPL= 


PURA SATURDAYS 
2 FT DJ MYTY MYKE rEMPLES®.COM | 415-312-5668 


S40 4OWAOGO SHEET. SAN FIFANCISCO 


PURA SATURDAYS 
19 FT DJ MIDNIGHT 
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Emperor 


Bowe elarvd 


COCKTAILS ~ BEER 
PATIO — POOL 
SHUFFLE BOARD 
OPEN NOON» 2 AM 
7 DAYS A WEEK 
HAPPY HOUR 
M-F 12 NOON © 7 PM 
UPSTAIRS BAR 
AVAILABLE FOR 
PRIVATE PARTIES 


510 LARKIN at turk 
the tenderloin 


boozeland« 
emperormortons.com 


Se 


_—_ 


SELECTION 
SICQCL S 


CLOTHING 
SUPERSTORE 


2366 MISSION ST. 
(BTWN. 19TH & 20TH) 


415.824.7729 


www.zootsuitstore.com 
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HIP-HOP 


The Lister: 77 Cambon Drive, San Francisco, 415-584-4445. 
Top 40 Dance Party, DJ Souljah & guests, spinning current 
& classic hip hop, top 40 hits. No Cover, no dress code. 
9pm-closing, $3 drink specials/vodka cranberry/lemon 
drops. Pool Tables & Beer Pong, 9 p.m., Free. 


ACOUSTIC 


The Chieftain: 198 Fifth St., San Francisco, 415-615-0916. 
Ivor Collins, 8 p.m. 
The Sports Basement: 610 Old Mason, San Francisco, 
415-437-0100. “Breakfast with Enzo,” w/ Enzo Garcia, 
10 a.m., $7, www.enzogarcia.com. 
JAZZ 


Atlas Cafe: 3049 20th St., San Francisco, 415-648-1047. 
Quinoa Co-Op, first Friday of every month, 8-10 p.m., 
Free, www.atlascafe.net. 


tO) MA V-NS1@) Ny tm 1 ©), @) ni 5 @i tal (Iho) Vaca nolo re) 
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PRESERVING THE BLUES SINCE 1995! 


TUES, NOV. 8TH - ae Showcase of Blues 


ero leron (0) IKON/\ 


BIG GIGS COMING TO BISCUITS! 


SRV Tribute + 11/10 & 11/11 
Cafe R&B - 11/12 
Rick Estrin « 11/18 

Delgado Brothers « 11/19 

Lavay Smith « 11/25 
Earl Thomas « 11/26 


ANDBLUES.COM 


AO) MA V-NSL@) NS 31 @), ©) nil Ol =tal CI ho) VAC anoles) 


COVER STORY 


Bird & Beckett: 653 Chenery, San Francisco, 415-586-3733. 
Don Prell's SeaBop Ensemble, first Friday of every month, 
5:30 p.m., $10 suggested donation per adult. 

Cliff House: 1090 Point Lobos, San Francisco, 415-386-3330. 
John Kalleen Group, first Friday of every month, 7 p.m. 

Club Deluxe: 1511 Haight, San Francisco, 415-552-6949. 
Lavay Smith & Her Skillet Lickin’ Soultet, first Friday of 
every month, 10 p.m. 

Comstock Saloon: 155 Columbus, San Francisco, 415-617- 
0071. Gaucho, Mondays, Fridays, 8-11 p.m., Free, www. 
gauchojazz.com. 

Jazz Bistro at Les Joulins: 44 Ellis, San Francisco, 415- 
397-5397. Charles Unger Experience, Fridays, 7:30 p.m.; 
Wednesdays, 7:30 p.m., free. 

The Royale: 800 Post, San Francisco, 415-441-4099. 
Wrapped in Plastic, first Friday of every month, 9 
p.m., free. 

Top of the Mark: One Nob Hill, 999 California, San Francisco, 
415-616-6916. Black Market Jazz Orchestra, 9 p.m., $10. 

Zingari: 501 Post, San Francisco, 415-885-8850. Joyce 
Grant, 8 p.m., free. 


GREAT NORTHERN 
v 


Fri. Nov 4th 
The Shuffle Co-Orn 


FJAAK / Claude Young 


Max Gardner | Petko Nikolov | Alex Lin 


Sat. Nov 5th 


DrakeParty.net presents 


and best 
PARTY 


SF’s onl 
DRAK 


119 Utah St. SF tixat 
thegreatnorthernsf.com 


INTERNATIONAL 
Bissap Baobab: 3372 19th St., San Francisco, 415-826-9287. 
“Paris-Dakar African Mix Coupe Decale,” 10 p.m., $5. 
Space 550: 550 Barneveld, San Francisco, 415-550-8286. 
“Dance Fridays,” weekly salsa & bachata party, 7:30 
p.m., facebook.com/DanceSalsaOnFriday. 


REGGAE 
Neck of the Woods: 406 Clement, San Francisco, 415-387- 
6343. Na'an Stop, w/ Tunnel Vision, No Flow, 9 p.m., 
$10-$15, www.neckofthewoodssf.com/event/1359527- 
na-stop-san-francisco/. 


BLUES 


Biscuits & Blues: 401 Mason, San Francisco, 415-292-2583. 
Sonny Rhodes, 7:30 & 10 p.m., $22. 

LEVYstudio: 19 Heron, San Francisco, 415-701-1300. 
Friday Night Blues, weekly blues dance lessons and 


NVMOUNEE IRC iF 
LOL Srl Sree 


TUMMY TOUCH RECORDS 25 YEAR ANNIVERSARY 


** FAB FANNY ** 
TIM LOVE LEE / TOM OF ENGLAND / 
GORDO CEREZA / TIMOTEO GIGANTE 


LIGHTS DOWN LOW Fate 
MISS KITTIN 
JENNIFER CARDINI 


RESIDENTS + FRIENDS 


“= 
|. <i) 
; ’ = 
YOU’RE WELCOME 2 
YEAR ANNIVERSARY 


WITH LEE REYNOLDS / FRED EVERYTHING / 
BENJAMIN K 





11.12 SOUND 
DEPARTMENT 016 
11.13 WERD. WITH 
MORGAN GEIST 
11.16 NIGHT 11.18 NIGHT FLIGHT 
FLIGHT SHOWCASE: = SHOWCASE: MAT. JOE 
MUSHROOM JAZZ W/ / ONES5S / CAMERON 
MARK FARINA / & CONOR 

AARON DAE / IVAN RUIZ 


11.17 NIGHT FLIGHT 
SHOWCASE: DJ KAOS, 
ANTHONY MANSFIELD, 
MIKE BEE 


FOR PRIVATE EVENTS CONTACT 
MANNY@MONARCHSF.COM 


AMAZING HOUR 
TUESDAY-FRIDAY 5:30 - 8:30 
LOUNGE UPSTAIRS - CLUB DOWNSTAIRS 


MONARCHSF.COM 
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DJ party, 8 p.m., $11-$15, sundownblues.com/friday- 
night-blues.html. 

The Saloon: 1232 Grant, San Francisco, 415-989-7666. Lisa 
Kindred, first Friday of every month, 4 p.m.; Lonnie’s 
Eggs, first Friday of every month, 9:30 p.m. 

Tupelo: 1337 Grant, San Francisco, 415-981-9177. Jinx Jones 
& The KingTones, first Friday of every month, 9 p.m. 


EXPERIMENTAL 


Audium: 1616 Bush, San Francisco, 415-771-1616. Audium 
9, 8:30 p.m., $20. 


SOUL 


Edinburgh Castle: 950 Geary, San Francisco, 415-885-4074. 
“Take a Trip: Old Music for Dance People,” w/ DJ John 
Diaz, 10 p.m., free, facebook.com/takeatripeveryfriday. 

The Knockout: 3223 Mission, San Francisco, 415-550-6994. 
“Oldies Night,” w/ DJs Primo, Daniel, Lost Cat, friends, 
first Friday of every month, 10 p.m., $4, www.facebook. 
com/groups/39432821853. 


SATURDAY, NOV. 5 


ROCK 


Bottom of the Hill: 1233 17th St., San Francisco, 415- 
621-4455. Paper Bird, w/ The Ballroom Thieves, The 
Americans, 9 p.m., $12. 

The Chapel: 777 Valencia, San Francisco, 415-551-5157. 
Napalm Death, w/ The Black Dahlia Murder, Abnormality, 
9 p.m., $25-$28. 

Neck of the Woods: 406 Clement, San Francisco, 415- 
387-6343. Cool Ghouls, w/ The She's, Flaural, Down and 
Outlaws, Big Big Love, Vela Eyes, 8 p.m., $10-$15, www. 
neckofthewoodssf.com/event/1348953-cool-ghouls- 
shes-san-francisco/. 

Rickshaw Stop: 155 Fell, San Francisco, 415-861-2011. 
Kiiara, w/ Cruel Youth, Lil Aaron, DJ Dials, 9 p.m., $25. 

Slim's: 333 tith St., San Francisco, 415-255-0333. Ali Azimi 
and the Need, w/ Kabul Dreams, 7 p.m., $35-$75. 


DANCE 


Bissap Baobab: 3372 19th St., San Francisco, 415-826- 
9287. ParisDakar Dance Party, w/ Danagog, J. Mulla 
*Live*, 10 p.m.-1:30 a.m., $20-$40, 415-826-9287, 
eventinfo@bissapbaobab.com, https://www.facebook. 
com/events/969141033213335/. 

Cat Club: 1190 Folsom, San Francisco, 415-703-8964. 
“Leisure,’ w/ DJs Aaron & Omar, first Saturday of every 
month, 10 p.m., $8, www.popscene-sf.com. 

Codeword: 917 Folsom St, San Francisco. Boy Division, 
SF's Queerwave Dance Party! The spot to celebrate 
decades of music from classic New Wave and Britpop 
to contemporary Electro - with plenty of room to dance 
and mingle. Everyone is welcome!, first Saturday of every 
month, 9:30 p.m.-2:30 a.m., $5-$8, 415-626-1409, www. 
facebook.com/boydivisionsf/. 

DNA Lounge: 375 tith St., San Francisco, 415-626-1409. 
“Bootie S.F.," 9 p.m., $10-$20, bootiesf.com. 

EI Rio: 3158 Mission, San Francisco, 415-282-3325. “Hard 
French,” w/ DJs Carnita & Brown Amy, first Saturday of 
every month, 2 p.m., $7, hardfrench.com. 

The Empire Room: 555 Golden Gate, San Francisco. 
“Empire Ballroom,’ 9 p.m., $20 before 11 p.m., empire- 
ballroomsf.com. 

The EndUp: 401 Sixth St., San Francisco, 415-646-0999. 
“Ibiza Day Club,” 2 p.m., ibizadayclub.com; “Rel8,” 
first Saturday of every month, 10 p.m. 

Holy Cow: 1535 Folsom, San Francisco, 415-621-6087. Holy 
Cow Saturday, Enjoy your favorite Hip Hop & Club Hits 
at high volume!, 10 p.m.-2 a.m., Free. 

Infusion Lounge: 124 Ellis, San Francisco, 415-421-8700. 
“Infusion Saturdays,” 10 p.m.-2 a.m., $10. 

Lookout: 3600 16th St., San Francisco, 415-703-9751. 
“Bounce!," 9 p.m., $3. 

Madrone Art Bar: 500 Divisadero, San Francisco, 415-241- 
0202. “The Prince & Michael Experience,” w/ DJ Dave 
Paul, first Saturday of every month, 9 p.m., $5, www. 
bombhiphop.com/PvsM.html. 

Q Bar: 456 Castro, San Francisco, 415-864-2877. “Satur- 
gay," w/ DJ Stanley Frank, 9 p.m.-2 a.m., Free before 
10pm, $3 after. 

S.F. Eagle: 398 12th St., San Francisco, 415-626-0880. 
“Spitroast,” first Saturday of every month, 9 p.m. 

The Stud: 399 Ninth St., San Francisco, 415-863-6623. 
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Electronic, Pop 


KIIARA 


Courtesy of Kiiara 


At 9 p.m., Saturday, Nov. 5, at Rickshaw Stop. $25; rickshawstop. 


com. 


With its crystalline vocals, mellow pacing, and lush production, “Gold” has 
amassed over 3 million listens on Spotify in little more than a year. Though it 
wasn't the first single released by 21-year-old singer-songwriter Kiiara, it’s her 
highest-charting song to date — and was even used in the background of an Ap- 
ple Watch commercial in 2015. The song’s success is most likely due to the fact 
that it straddles multiple genres, appealing not only to fans of pop and electron- 
ica, but also those who like house and trap. In March, Kiiara followed “Gold” 
with an EP called low kii savage, and though none of the five tracks reach the 
same anthemic heights as its lead single, the record is still rather catchy, without 
coming across as too saccharine or formulaic. Sweet though her voice may be, 
Kiiara also has a thing for sprinkling rather macabre and surprising lines into 
her music, like “When the roof was on fire, you never let me know” and “I 
missed you in the basement / But your brother was a good substitute for you.” 
Oh, and if you listen to “Gold” and mistake the line “Gold up in my teeth” for 
“Caught up in my tea,” you’re not alone. Jessie Schiewe 


“Go Bang!," w/ DJs Sergio Fedasz, Steve Fabus, Prince 
Wolf, and guests, first Saturday of every month, 9 p.m., 
$10 (free before 10 p.m.), gobangsf.com; Go BANG!, 
w/ Lester Temple, DJ Justime, Go BANG! Residents 
Steve Fabus, Prince Wolf, Sergio Fedasz, 9 p.m.-3 a.m., 
$10, free before 10pm, https://www.facebook.com/ 
events/1146723048710882/. 

Underground SF: 424 Haight, San Francisco, 415-864-7386. 
“Push the Feeling,’ w/ residents Yr Skull & Kevin Meenan, 
first Saturday of every month, 9 p.m., facebook.com/ 
pushthefeeling. 


HIP-HOP 


Edinburgh Castle: 950 Geary, San Francisco, 415-885- 
4074. “Candy Rain,” first and third Saturday of every 
month, 10 p.m., $3. 

Holy Cow: 1535 Folsom, San Francisco, 415-621-6087. Cameo 
Fridays, Hip-hop from the 80's, 90's, and today’s Top 40, 
10 p.m.-2 a.m., theholycow.com. 

John Colins: 138 Minna, San Francisco, 415-512-7493. “| 
Love The City,’ w/ DJs Sean G & Z-Mo, first Saturday of 
every month, 10 p.m. 

The Lister: 77 Cambon Drive, San Francisco, 415-584- 
4445. 80's and 90's Throwback Party, w/ DJs and MCs, 
9 p.m., Free. 


ACOUSTIC 


Atlas Cafe: 3049 20th St., San Francisco, 415-648-1047. 
Craig Ventresco and/or Meredith Axelrod, Saturdays, 
4-6 p.m., free. 

The Chieftain: 198 Fifth St., San Francisco, 415-615-0916. 
Damir, 8 p.m. 
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Plough & Stars: 116 Clement, San Francisco, 415-751-1122. 
“Americana Jukebox,” first Saturday of every month, 
9 p.m., $6-$10, shelbyashpresents.net. 


JAZZ 


Burritt Room: 417 Stockton, San Francisco, 415-400-0555. 
Kamikaze Butterfly, 7 p.m. 

Jazz Bistro at Les Joulins: 44 Ellis, San Francisco, 
415-397-5397. Bill “Doc Webster & Jazz Nostalgia, 
7:30 p.m., free. 

Red Poppy Art House: 2698 Folsom, San Francisco, 
415-826-2402. Daniel Riera Ensemble, 7:30-10 p.m., 
$20, redpoppyarthouse.org/event/daniel-riera-en- 
semble-20161105/. 

Sheba Piano Lounge: 1419 Fillmore, San Francisco, 415-440- 
7414. The Robert Stewart Experience, 9 p.m. 


INTERNATIONAL 


1015 Folsom: 1015 Folsom, San Francisco, 415-991-1015. 
“Pura,” 9 p.m., $20, puraclub.com. 

Balancoire: 2565 Mission, San Francisco, 415-920-0577. 
Tango Brunch, t1.a.m., $10 for tango lesson (free dance 
after 1p.m.). 

Bissap Baobab: 3372 19th St., San Francisco, 415-826-9287. 
“Paris-Dakar African Mix Coupe Decale," 10 p.m., $5. 

Caffe Trieste: 601 Vallejo, San Francisco, 415-392-6739. 
Caffe Trieste Saturday Concert, 2 p.m. 

Make-Out Room: 3225 22nd St., San Francisco, 415-647- 
2888. “El SuperRitmo,” w/ DJs Roger Mas & El Kool 
Kyle, 10 p.m., $5-$10. 

Space 550: 550 Barneveld, San Francisco, 415-550-8286. 
“Club Fuego," 8 p.m., facebook.com/pages/Club-Fuego- 
Space-550/216021538521870. 
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Bay Area/African Hair Braiding: 
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THEWARFIELDTHEATRE.COM 
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LIVE MUSIC 6 NIGHTS A WEEK 


(open TUE-SUN 'til 2AM-+...& MON with a Fillmore Show) 


“HAPPY HOUR’ TUESDAY THRU SUNDAY 
APM 'til SPM: 
$4 WELLS/$4 DRAFTS/$3 PBR/$2 OFF ALL LIQUOR 
Thursday November 3 $5 ADV 





Friday November 4 $12 ADV 


& MORE 


Saturday November 5 $10 ADV 


FREE BEFORE 9! 
Sunday Nov 6 FREE 


FREE EVERY SUNDAY! 


Tuesday Nov 8 FREE 
FREE SHOW! 


Wednesday Nov 9 FREE 


Friday 12/2 & Saturday 12/3 $35 ADV 
Boon Boom Room Presents: 


SMOKE™* 


featuring IVAN NEVILLE, 
ROBERT MERCURIO, ERIC 


LINDELL, STANTON MOORE 
at the Independent 628 Divisadero St 
Special Guests: 


Fri - MIKE DILLON BAND, 
Sat - ANDY FRASCO + THE UN 
1601 FILLMORE ST. AT GEARY, SF 
(415) 673-8000 
boomboomroom.com 
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BLUES 


Atlas Cafe: 3049 20th St., San Francisco, 415-648-1047. 
Blind Lemon Pledge, first Saturday of every month, 
7p.m., free. 

Biscuits & Blues: 401 Mason, San Francisco, 415-292-2583. 
Commander Cody, 7 & 9:30 p.m., $24. 

Lou's Fish Shack: 300 Jefferson, San Francisco, 415-771- 
5687. Willie G, 8 p.m. 

The Saloon: 1232 Grant, San Francisco, 415-989-7666. The 
Jukes, first Saturday of every month, 4 p.m.; Daniel 
Castro, first Saturday of every month, 9:30 p.m. 


EXPERIMENTAL 


Audium: 1616 Bush, San Francisco, 415-771-1616. Audium 
9, 8:30 p.m., $20. 


SOUL 
Elbo Room: 647 Valencia, San Francisco, 415-552-7788. 


. nal ~—T . Ae 


“Saturday Night Soul Party,” w/ DJs Lucky, Phengren 
Oswald, and Paul Paul, first Saturday of every month, 
10 p.m., $10 ($5 in formal attire). 


DANCE 


The Night Light: 311 Broadway, Oakland, 510-282-1413. 
Tribute to the Women of Goth, Post-Punk & New Wave, 
featuring an all-female DJ crew: DJs Unseelie, Dr. Star, 
Chat Noir, Keyz, and more, 9 p.m.-1:45 a.m., $5-$7, 
https://www.facebook.com/events/1316437171713963/. 


SUNDAY, NOV. 6 


ROCK 


Bottom of the Hill: 1233 17th St., San Francisco, 415-621- 
4455. Balms, w/ Golden Drugs, Pastel, New Circle, 
8:30 p.m., $8. 

The Chapel: 777 Valencia, San Francisco, 415-551-5157. 
Honeyblood, w/ Hazel English, 9 p.m., $15. 
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R&B, Neo-Soul 


MS. LAURYN HILL 


With Nas at 7 p.m., 

Thursday, Nov. 3, at Bill 
Graham Civic Auditorium. 
$65; ticketmaster.com. 


With Nas at 7 p.m., 
Friday, Nov. 4 at the Greek 
Theater in Berkeley. $65; 
ticketmaster.com. 


; 
ve 
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You want to know something 
crazy? Ms. Lauryn Hill has 
only put out one — one! — 
solo studio album, and it’s 
about to turn 20 in two years. 
Granted, before she branched 
out as a solo artist she was one- 
third of the Fugees, but still! 
Hillis a legend — some would 
even say a goddess — and she 
continues to amass over 2 mil- 
lion monthly listeners on Spo- 
tify, despite the fact that she’s 
only released a handful of new 
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Brennan Schnell 


songs in the last two decades. Sure, one good album can get you far — and in 
Hill’s case can earn you 10 Grammy nominations and five Grammy Awards — 
but most artists, if they stop putting out music, fade into oblivion after that. 
Not so with Hill. Festivals still vie for appearances from her, and filmmakers 
reach out to her for narration and voiceover work. The fact that she’s currently 
on tour with rapper Nas, with whom she teamed up for a few shows in 2012, isa 
big fucking deal — not only because of her well-known aloofness, but because 
this will mark her first string of public performances since her release from jail 
in 2013 for tax evasion. Jessie Schiewe 


SLATE-SF.COM | RSVP@SLATE-SF.COM | 415.558.5821 
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2925/16TH STREET SAN FRANCISCO CA 94103 


ARD WINDOW 


RSDAY 11/03 


WITH DJ PURPLE 
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INAUGURAL PARTY 9:30 


ELECTION RESULTS WATCHING PARTY 
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R&B, Soul 


ANDRA DAY 


Myriam Santos 


With Chloe x Halle, at 8 p.m., Sunday, Nov. 6 at the Fillmore. 


$32.50; thefillmore.com. 


In the two years since Andra Day released her debut album, Cheers to the Fall, 
the throaty-voiced 31-year-old singer has been hardly out of the spotlight. Her 
hit single “Rise Up” has been featured in commercials, and earlier this year, her 
image was printed on more than 50 million McDonald’s cups. Not to mention, 
she’s performed at the BET Awards, the closing ceremonies of the Special Olym- 
pics, and even at the White House. With her heartfelt lyrics and her soul, pop, 
and R&B sensibilities, Day has garnered many comparisons to the late Amy 
Winehouse, which is never a bad thing. And the fact that Day also likes retro 
fashions and wing-tipped eyeliner doesn’t hurt, either. Jessie Schiewe 


DANCE 


Beaux: 2344 Market, San Francisco, 415-863-4027. “Big 
Top,” 9 p.m., free. 

The Edge: 4149 18th St., San Francisco, 415-863-4027. “Kick 
It!: ‘80s at 8," w/ DJ MC2, 8 p.m. 

The EndUp: 401 Sixth St., San Francisco, 415-646-0999. 
“Sundaze,’” 1p.m., free before 3 p.m; ““BoomBox," first 
Sunday of every month, 8 p.m. 

F8: 1192 Folsom, San Francisco, 415-857-1192. “Stamina,” 
w/ DJs Lukeino, Jamal, and guests, 10 p.m., free, 
staminasundays.com. 

Holy Cow: 1535 Folsom, San Francisco, 415-621-6087. Holy 
Sundays, Day and night club party, Sundays, 3-9 p.m. 

The Knockout: 3223 Mission, San Francisco, 415-550- 
6994. “Sweater Funk,” 10 p.m., free, facebook.com/ 
sweaterfunk. 

Lookout: 3600 16th St., San Francisco, 415-703-9751. “Jock,” 
Sundays, 3-8 p.m., $2. 

Mars Bar & Restaurant: 798 Brannan, San Francisco, 
415-621-6277. Players Present, w/ Victor Vega, Steve 
Fabus, Eli Wilkie, Kuze, Peter Clarke, 12-6 p.m., Free, 
https://Awww.facebook.com/events/1018969888224183/. 

MatrixFillmore: 3138 Fillmore, San Francisco, 415-563-4180. 
“Bounce,” 10 p.m., facebook.com/BounceSundays. 

S.F. Eagle: 398 12th St., San Francisco, 415-626-0880. 
“Time Machine,” w/ DJ Rotten Robbie, first Sunday of 
every month, 6 p.m., $5 after 7 p.m. 

Slide: 430 Mason, San Francisco, 415-421-1916. “Replay 
Sundays,” 9 p.m., free. 


HIP-HOP 


Boom Boom Room: 1601 Fillmore, San Francisco, 415-673- 
8000. “Return of the Cypher,” 9:30 p.m., free. 

Double Dutch: 3192 16th St., San Francisco, 415-503-1670. 
“Select Sundays,’ w/ DJs Landolt & Natural, 10 p.m. 

EI Rio: 3158 Mission, San Francisco, 415-282-3325. “Swagger 
Like Us,” w/ resident DJs davO & boy_friend, first Sunday 
of every month, 2 p.m., swaggersf.com. 


ACOUSTIC 
The Chieftain: 198 Fifth St., San Francisco, 415-615-0916. 
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Traditional Irish Session, Sundays, 6 p.m.; Mondays, 
8 p.m. 

The Lucky Horseshoe: 453 Cortland, San Francisco. Bernal 
Mountain Bluegrass Jam, 4 p.m., free. 

Plough & Stars: 116 Clement, San Francisco, 415-751-1122. 
Seisiun, 9 p.m. 


JAZZ 


Amnesia: 853 Valencia, San Francisco, 415-970-0012. 
The Hot Baked Goods, first and third Sunday of every 
month, 6 p.m., free; Kally Price Old Blues & Jazz Band, 
first Sunday of every month, 9 p.m., $7-$10. 

Brenda's French Soul Food: 652 Polk, San Francisco, 
415-345-8100. Gaucho, Sundays, 5-8 p.m., Free, www. 
gauchojazz.com. 

Doc's Lab: 124 Columbus, San Francisco, 415-649-6191. 
Electric Squeezebox Orchestra, 6 p.m., $10. 

Elite Cafe: 2049 Fillmore, San Francisco, 415-673-5483. 
Live Jazz at The Elite Cafe, Thursdays, 6:30-9:30 p.m.; 
Sundays, 5:30-8:30 p.m., Free. 

Jazz Bistro at Les Joulins: 44 Ellis, San Francisco, 
415-397-5397. Bill “Doc" Webster & Jazz Nostalgia, 
7:30 p.m., free. 

Madrone Art Bar: 500 Divisadero, San Francisco, 415-241- 
0202. Sunday Sessions, 10 p.m.., free. 


The Royal Cuckoo: 3202 Mission, San Francisco, 415- 


550-8667. Lavay Smith & Chris Siebert, 7:30 p.m., free. 

Savanna Jazz Club: 2937 Mission, San Francisco, 415-285- 
3369. Savanna Jazz Jam with Eric Tillman, Danny Castro, 
and Nick Fishman, 7 p.m., $5. 


INTERNATIONAL 


Bissap Baobab: 3372 19th St., San Francisco, 415-826-9287. 


“Brazil & Beyond,” 7 p.m., free. 


Pop's Bar: 2800 24th St., San Francisco, 415-872-5160. 
“Spill the Wine,” w/ DJs Vinnie Esparza, Guillermo, 
and Slopoke, first Sunday of every month, 5 p.m., free, 


www.popssf.com/. 


Revolution Cafe: 3248 22nd St., San Francisco, 415-642- 


0474. The Balkan Evening, 8:30 p.m. 


Thirsty Bear Brewing Company: 661 Howard, San Francisco, 
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415-974-0905. The Flamenco Room, 7:30 & 8:30 p.m. 


BLUES 


Biscuits & Blues: 401 Mason, San Francisco, 415-292-2583. 
Tia Carroll, 7 &9 p.m., $15. 

Club Deluxe: 1511 Haight, San Francisco, 415-552-6949. The 
Luxomatics, 6 p.m., free, facebook.com/TheLuxomatics. 

The Saloon: 1232 Grant, San Francisco, 415-989-7666. 
Blues Power, 4 p.m.; P.A. Slim, first Sunday of every 
month, 9:30 p.m. 

Sheba Piano Lounge: 1419 Fillmore, San Francisco, 415- 
440-7414. Bohemian Knuckleboogie, 8:30 p.m., free. 

Swig: 571 Geary, San Francisco, 415-931-7292. Sunday Blues 
Jam with Ed Ivey, 9 p.m., free, facebook.com/swigjam. 


COUNTRY 


Space 550: 550 Barneveld, San Francisco, 415-550-8286. 
Sundance Saloon, Gay-friendly country dancing, Thurs- 
days, 6:30 p.m.; Sundays, 5 p.m., $5, sundancesaloon.org. 


FUNK 


Elbo Room: 647 Valencia, San Francisco, 415-552- 
7788. Akae Beka, w/ Vaughn Benjamin, 9 p.m.-2 
a.m., $25-$30, https://www.facebook.com/ 
events/1842325476000222/. 


SOUL 


Make-Out Room: 3225 22nd St., San Francisco, 415-647- 
2888. Dimension, w/ DJs Justin & Kurt. Technicolor 
sounds: soft vinyl soul, first Sunday of every month, 
10 p.m.-2 a.m., Free. 


MONDAY, NOV. 7 


ROCK 


The Chapel: 777 Valencia, San Francisco, 415-551-5157. Har 
Mar Superstar, w/ Sweet Spirit, 8 p.m., $17. 

Johnny Foley's Irish House: 243 O'Farrell St., San Francisco, 
415-954-0777. Damir, 10 p.m. 


DANCE 


Beaux: 2344 Market, San Francisco, 415-863-4027. “Op- 
ulence,” 9 p.m., free. 

DNA Lounge: 375 Iith St., San Francisco, 415-626-1409. 
“Death Guild,” 18+ dance party with DJs Decay, Joe 
Radio, Melting Girl, & guests, 9:30 p.m., $3-$5, www. 
deathguild.com. 

Madrone Art Bar: 500 Divisadero, San Francisco, 415- 
241-0202. ''M.0.M. (Motown on Mondays),” w/ DJ 
Gordo Cabeza & Timoteo Gigante, 8 p.m., free, www. 
motownonmondays.com. 

Oasis: 298 Tith St., San Francisco, 415-985-4442. “Beat 
It!: An ‘80s Night,” 8 p.m., free. 

Underground SF: 424 Haight, San Francisco, 415-864-7386. 
“Sissy Bar,” w/ resident DJs Bubbles & Christina, first 
and third Monday of every month, 9 p.m., free, facebook. 
com/SissyBarSF. 


HIP-HOP 


Rickshaw Stop: 155 Fell, San Francisco, 415-861-2011. Swet 
Shop Boys, 8 p.m., $15-S17. 


ACOUSTIC 


Amnesia: 853 Valencia, San Francisco, 415-970-0012. 
The Alabama Bowties, first Monday of every month, 
9 p.m., free. 

The Chieftain: 198 Fifth St., San Francisco, 415-615-0916. 
Traditional Irish Session, Sundays, 6 p.m.; Mondays, 
8 p.m. 

Hotel Utah: 500 Fourth St., San Francisco, 415-546-6300. 
Open Mic with Brendan Getzell, 8 p.m., free. 

The Saloon: 1232 Grant, San Francisco, 415-989-7666. 
Peter Lindman, 4 p.m. 


JAZZ 


Burritt Room: 417 Stockton, San Francisco, 415-400-0555. 
Terry Disley's Rocking Jazz Trio, Mondays, 6 p.m.; 
Tuesdays, 6 p.m.; Wednesdays, 6 p.m., free. 

Comstock Saloon: 155 Columbus, San Francisco, 415-617- 
0071. Gaucho, Mondays, Fridays, 8-11 p.m., Free, www. 
gauchojazz.com. 

Jazz Bistro at Les Joulins: 44 Ellis, San Francisco, 
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415-397-5397. Eugene Pliner Quartet with Tod Dickow, 
7:30 p.m., free. 

Le Colonial: 20 Cosmo, San Francisco, 415-931-3600. Le 
Jazz Hot, 7 p.m., free. 

Make-Out Room: 3225 22nd St., San Francisco, 415-647- 
2888. “The Monday Make-Out,” Local ensembles push 
the boundaries of jazz — and sometimes even sound itself 
— ina free whirlwind of improvisational whimsy., first 
Monday of every month, 8 p.m., Free, bayimproviser.com. 

Mr. Tipple’s Recording Studio: 39 Fell St, San Francisco, 
415-851-8560. Le Jazz hot, @ Mr. Tipple’s Recording 
Studio, 39 fell street , Parisian Gypsy Jazz. Craft 
Cocktails, Food til late., Mondays, 7-10 p.m. Continues 
through Dec. 26, Free. 

Sheba Piano Lounge: 1419 Fillmore, San Francisco, 415-440- 
7414. Steve Nelson Trio Jam Session, 8 p.m. 


INTERNATIONAL 


Neck of the Woods: 406 Clement, San Francisco, 415- 
387-6343. SalsaCrazy Dance Night, w/ lessons by Evan 
Margolin, 7 p.m., $60/four weeks, www.dancesf.com. 


REGGAE 


Skylark Bar: 3089 16th St., San Francisco, 415-621-9294. 
“Skylarking,” w/ 1&I Vibration, 10 p.m., free, facebook. 
com/ivibesound. 


BLUES 


Elite Cafe: 2049 Fillmore, San Francisco, 415-673-5483. 
“Fried Chicken & Blues,” 6:30 p.m. 

The Saloon: 1232 Grant, San Francisco, 415-989-7666. The 
Bachelors, 9:30 p.m. 


KARAOKE 


S.F. Eagle: 398 12th St., San Francisco, 415-626-0880. 
Karaoke Night, hosted by Wesley Curtis, 8 p.m.-midnight. 


TUESDAY, NOV. 8 


DANCE 


Aunt Charlie's Lounge: 133 Turk, San Francisco, 415-441- 
2922. ‘High Fantasy," w/ DJ Myles Cooper, drag perfor- 
mances, more, 10 p.m., $5, facebook.com/highfantasy. 

Beaux: 2344 Market, San Francisco, 415-863-4027. “Cock 
Shot,’ 9 p.m., free. 

The Chapel: 777 Valencia, San Francisco, 415-551-5157. 
Election Night Party, w/ DJ Jonathan Toubin, 6 p.m., Free. 

DNA Lounge: 375 Iith St., San Francisco, 415-626-1409. 
“Sequence,” 18+ dance party, 9 p.m., $7-$10, se- 
quence-sf.com. 

Harlot: 46 Minna, San Francisco, 415-777-1077. “Tutu 
Tuesday,” w/ resident DJ Atish, second Tuesday of 
every month, 9 p.m., $10 ($2 in a tutu before 11 p.m.), 
facebook.com/pages/Tutu-Tuesday/110253389062224. 

Infusion Lounge: 124 Ellis, San Francisco, 415-421-8700. 
“Startup Tuesdays,” 10 p.m., free with RSVP. 

Monarch: 101 Sixth St., San Francisco, 415-284-9774. 
“'Soundpieces,” 10 p.m., facebook.com/soundpieces. 

Pop's Bar: 2800 24th St., San Francisco, 415-872-5160. 
“Music Therapy,” w/ DJ Clave, 9 p.m.-1:30 a.m., Free. 

Swig: 571 Geary, San Francisco, 415-931-7292. “BoomSwing 
Tuesdays,” w/ DJ Tyler Ryan, 9 p.m., free, mixcloud. 
com/DJTR. 

Underground SF: 424 Haight, San Francisco, 415-864-7386. 
Shelter,’ 10 p.m., free, www.facebook.com/shelter.sf. 


HIP-HOP 


Raven: 1151 Folsom, San Francisco, 415-431-1151. “Phat 
Tuesday,” w/ DJs Scotty Fox & Clinton Lee, 8 p.m., free. 


ACOUSTIC 
Madrone Art Bar: 500 Divisadero, San Francisco, 415-241- 
0202. The Crow Eaters, 7 p.m., free. 
Plough & Stars: 116 Clement, San Francisco, 415-751-1122. 
Seisiun, 9 p.m. 


JAZZ 


Burritt Room: 417 Stockton, San Francisco, 415-400-0555. 
Terry Disley's Rocking Jazz Trio, Mondays, 6 p.m.; 
Tuesdays, 6 p.m.; Wednesdays, 6 p.m., free. 

Club Deluxe: 1511 Haight, San Francisco, 415-552-6949. 


COVER STORY 


Smith Dobson, 10 p.m., free. 

Raven: 1151 Folsom, San Francisco, 415-431-1151. Live Jazz, 
Live jazz music and drink specials., 9 p.m.-2 a.m., Free, 
415-431-1151. 

Revolution Cafe: 3248 22nd St., San Francisco, 415-642- 
0474. West Side Jazz Club, 4:30 p.m. 

Verdi Club: 2424 Mariposa, San Francisco, 415-861-5048. 
“Tuesday Night Jump,” w/ Stompy Jones, 9 p.m., $12-$15, 
tuesdaynightjump.com. 


INTERNATIONAL 


Balancoire: 2565 Mission, San Francisco, 415-920-0577. 
“Salsaholic,” Tuesdays, 7-10 p.m., free. 

F8: 1192 Folsom, San Francisco, 415-857-1192. “Underground 
Nomads,” w/ rotating resident DJs Amar, Sep, and Dulce 
Vita, plus guests, 9 p.m., $5 (free before 9:30 p.m.), 
undergroundnomads.com. 

Fort One Bar & Lounge: 2801 Leavenworth, San Francisco, 
415-671-8081. “Echale Mas Salsa,’ 8 p.m., free ($10 with 
salsa lessons), playasf.com. 


REGGAE 


Milk Bar: 1840 Haight, San Francisco, 415-387-6455. 
“Bless Up,” w/ Jah Warrior Shelter Hi-Fi, 10 p.m., $5, 
jahwarriorshelter.net. 


BLUES 


Biscuits & Blues: 401 Mason, San Francisco, 415-292-2583. 
Bay City Blues, w/ special guests, Tue., Nov. 8, 7:30 & 
9:30 p.m.; Tue., Nov. 15, 7:30 & 9:30 p.m.; Tue., Nov. 
22, 1:30 & 9:30 p.m.; Tuesdays, 7:30 & 9:30 p.m., $20. 

Boom Boom Room: 1601 Fillmore, San Francisco, 415-673- 
8000. Drew Southern Band, second Tuesday of every 
month, 8 p.m.-2 a.m., Free. 

Elite Cafe: 2049 Fillmore, San Francisco, 415-673-5483. 
“Fried Chicken & Blues,” 6:30 p.m. 

Johnny Foley's Irish House: 243 O'Farrell St., San Francisco, 
415-954-0777. The Stan Erhart Band, 10 p.m. 

The Saloon: 1232 Grant, San Francisco, 415-989-7666. G.G. 
Amos Duo, 4 p.m. 


SOUL 


Make-Out Room: 3225 22nd St., San Francisco, 415-647- 
2888. “Slow Jams,” w/ DJ Primo & friends, first and 
second Tuesday of every month, 9:30 p.m.; fourth 
and Last Tuesday of every month, 9:30 p.m., free, 
(415) 647-2888. 

Neck of the Woods: 406 Clement, San Francisco, 415- 
387-6343. Lil’ Elephant, w/ Nat Osborn Band, Jonny 
Zywiciel, 8 p.m., $7-S10, www.neckofthewoodssf.com/ 
event/1327025-lil-elephant-san-francisco. 


ROCK 


Uptown Nightclub: 1928 Telegraph, Oakland, 510-451-8100. 
Two Piece Tuesdays, A weekly event featuring live 
music, delicious cocktails and Taropy with Miss Ginger., 
Tuesdays, 7-10 p.m., Free. 


WEDNESDAY, NOV. 9 


ROCK 


Bottom of the Hill: 1233 17th St., San Francisco, 415-621- 
4455. Barnyard Hammer, w/ Zack Bateman & The Coal 
Minds, Oliver Jacobson, 9 p.m., $10. 

The Chapel: 777 Valencia, San Francisco, 415-551-5157. 
The Veils, 9 p.m., $15. 

Rickshaw Stop: 155 Fell, San Francisco, 415-861-2011. PWR 
BTTM, w/ Bellows, Lisa Prank, 8 p.m., Sold Out. 

Slim's: 333 11th St., San Francisco, 415-255-0333. OFF!, w/ 
Plague Vendor, 8 p.m., $20. 


DANCE 


Beaux: 2344 Market, San Francisco, 415-863-4027. “Pussy 
Party,’ w/ Sasha, Ms. Jackson, and guests, 9 p.m., free, 
facebook.com/pssypartysf. 

Cat Club: 1190 Folsom, San Francisco, 415-703-8964. 
“‘Bondage-A-Go-Go,’’ w/ DJ Damon, Tomas Diablo, guests, 
9:30 p.m., $7-$10, facebook.com/bondageagogoSF. 

City Nights: 715 Harrison, San Francisco, 415-339-8686. 
“EPR,"' 18+ dance party, 9 p.m., $10-$20, eprlife.com. 

F8: 1192 Folsom, San Francisco, 415-857-1192. “Housepital- 


Hip-Hop 


TORY LANEZ 


At 9 p.m., Monday, Nov. 7 at the Warfield. $28.50-$40; 


thewarfieldtheatre.com. 


These days, it’s probably pretty hard to be a rapper from Toronto, especially if 
your music includes bouts of singing, mentions of love, and softer production. 
Why? Because that’s Drake’s territory. Not only did the pop star already intro- 
duce the world to the Canadian city’s newest nickname — colloquially dubbing 
it “The Six” — but he broke new territory by introducing crooning into hip-hop, 
barfing his emotions into his songs, and making a name for himself as rap’s first 
self-identified softie. Like a dog marking a tree, Drake already has his scent all 
over Toronto and pretty much anything in the rap world that comes across as 
mushy and cathartic. It’s no surprise, then, that fellow Toronto singer-rapper 
Tory Lanez has had beef with Drizzy since as far back as 2010. Not only is he 
probably jealous of the “Started From the Bottom’ artist, but he probably re- 
sents him, too. Drake’s star shines so brightly that Lanez has had a tough time 
getting his name out, and it’s probably also why he came up with his own cate- 
gory for his music: “swavey.” But what’s even sadder is the fact that the produc- 


tion of Lanez’s two biggest songs 


“Say It,” a hip-hop cover of Brownstone’s 


1994 track “If You Love Me,” and “Luv,” a dancehall remix of “Everyone Falls in 
Love” by Tanto Metro and Devonte — are riffed from the work of other artists. 
Obviously, when it comes to originality, Lanez doesn’t have it. Jessie Schiewe 





ity,” 9 p.m., $5-$10, www.housepitalitysf.com. 

Infusion Lounge: 124 Ellis, San Francisco, 415-421-8700. 
“WCW Wednesdays,” 10 p.m.-2 a.m., $10. 

Lookout: 3600 16th St., San Francisco, 415-703-9751. 
“Juicy,” 9 p.m.-2 a.m., Free. 

Make-Out Room: 3225 22nd St., San Francisco, 415-647- 
2888. “Burn Down the Disco,” w/ DJs 2shy-shy & Melt 
w/U, second Wednesday of every month, 9 p.m., free. 

OMG: 43 Sixth St., San Francisco, 415-896-6374. Stitch 
- Happy Hour, Nu-disco and deep house happy hour 
with DJ Peter Noble (Tight Pants) featuring special 
fashion related events, Wednesdays, 6-8 p.m., free, 
clubomgsf.com. 

Raven: 1151 Folsom, San Francisco, 415-431-1151. “Wayback 
Wednesday,’ w/ DJ Mark Andrus, 8 p.m., free. 

Wish: 1539 Folsom, San Francisco, 415-278-9474. “EQ 
Wednesdays,” 10 p.m.., free. 


ACOUSTIC 


Revolution Cafe: 3248 22nd St., San Francisco, 415-642- 
0474. Americano Social Club, second Wednesday of 
every month, 9 p.m. 

The Saloon: 1232 Grant, San Francisco, 415-989-7666. Zach 
Brough & Friends, 4 p.m. 


JAZZ 


Amnesia: 853 Valencia, San Francisco, 415-970-0012. 
Gaucho, Eric Garland’s Jazz Session, The Amnesiacs, 
7p.m., free. 

Balancoire: 2565 Mission, San Francisco, 415-920-0577. 
“Cat's Corner,” 9 p.m., $10. 


THE CALENDAR ARTS & CULTURE EAT&DRINK MUSIC 


Burritt Room: 417 Stockton, San Francisco, 415-400-0555. 
Terry Disley's Rocking Jazz Trio, 6 p.m., free. Terry 
Disley's Rocking Jazz Trio, Mondays, 6 p.m.; Tuesdays, 
6 p.m.; Wednesdays, 6 p.m., free. 

Club Deluxe: 1511 Haight, San Francisco, 415-552-6949. 
Patrick Wolff, 10 p.m., free. 

Jazz Bistro at Les Joulins: 44 Ellis, San Francisco, 415- 
397-5397. Charles Unger Experience, Fridays, 7:30 p.m.; 
Wednesdays, 7:30 p.m., free. 

Le Colonial: 20 Cosmo, San Francisco, 415-931-3600. David 
Byrd and Byrds of a Feather, Wednesdays, 7-10 p.m., Free. 

Savanna Jazz: 2937 Mission St., San Francisco, 415- 
285-3369. Abe Imansia Jazz Group, Wednesdays, 
7:30-11:30 p.m. 

Top of the Mark: One Nob Hill, 999 California, San Francisco, 
415-616-6916. Ricardo Scales, Wednesdays, 6:30-1:30 
p.m., $5. 


INTERNATIONAL 


Bissap Baobab: 3372 19th St., San Francisco, 415-826- 
9287. “Baobab!,”’ timba dance party with DJ WaltDigz, 
10 p.m., $5. 

The Cafe: 2369 Market, San Francisco, 415-621-4434. “Latin 
Lounge,’ Wednesdays, 5-10 p.m. 

Fort One Bar & Lounge: 2801 Leavenworth, San Fran- 
cisco, 415-671-8081. “Bachatalicious,” 7 p.m., $5-S10, 
playasf.com. 

Make-Out Room: 3225 22nd St., San Francisco, 415- 
647-2888. “Frigo-International Discotheque,” w/ DJs 
2shy-shy & Melt w/U, second Wednesday of every 
month, 9:30 p.m., free. 
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CUCK EVERLASTING 


by Dan Savage 


I'ma 41-year-old male who looks like the tall, strong, 
professional, alpha-male type on the outside. On the inside, 
though, I would like to find a strong, confident woman who 
wants a cuckolding relationship—she sleeps with other 
men, while I am faithful and submissive to her. There must 
be women out there who would love to have a loving, doting 
boyfriend or husband waiting at home while they go out 
with other men, but I tend to attract women who want the 
alpha-male type. What can I do to find—or attract—the 
kind of woman I'm interested in? Or should I go in for vanil- 
la dating and then have a discussion about cuckolding after 
we ve started having sex? 

Another Lad Pursuing Humiliating Action 


“Most women, even dominant women, are still 
looking for guys who look like they ‘kick ass and take 
names’ in every other aspect of their lives,” said Fl- 
eeMarket (u/flee_market), one of the moderators of 
r/cuckold on Reddit. “As for how to find dominant 
women, I see a lot of submissive guys on various web- 
sites—OkCupid, Reddit, Tinder, FetLife—and some- 
thing they don’t understand is that women looking for 
sex or love online tend to get buried in unsolicited PMs 
from thirsty guys. That makes it hard to find that one 
respectful PM from a guy like our letter writer here. 
The signal gets lost in the noise.” 

Before we get to some practical advice for ALPHA, 
a quick word about the term “cuck.” While it has 
long been an affectionate/horny term embraced by 
self-identified cuckold fetishists, the alt-right has at- 
tempted to turn “cuck” into a term of abuse, hurling it 
at any straight white man who gives a shit about racial 
justice, police brutality, and the plight of undocument- 
ed immigrants. In an effort to wrest “cuck” back from 
the bigots, and to mark the waning days of the Trump 
campaign, I’m dedicating this week’s column to “cuck” 
as properly understood: a guy who wants his partner to 
sleep with other men. 

So, ALPHA, how can you attract a woman who 
wants a cuck? 

“What’s worked for me is using the internet not to 
find people but to find kinky events where dominant 
women gather in real life,” said FleeMarket. “I’m on my 
second openly dominant female partner in four years, 
both of whom I met at kinky parties. The events are 
usually listed on FetLife, and you usually have to attend 
a munch first to demonstrate that you're not a dingus 
who can’t follow the rules or a psycho who doesn’t care 
about them.” 

You will find a lot of advice for wannabe cucks on r/ 
cuckold, most offered in response to men trying to talk 
their vanilla wives or girlfriends into cuckolding them. 
But you're as likely to read stories of failure (she said 
no, absolutely not, never) as you are to read success 
stories (she’s fucking other guys, and here, with her 
okay, is the video). 

“As much effort and time as getting into the kinky 
community takes, it’s still easier than trying to turn a 
vanilla woman kinky,” said FleeMarket. “He shouldn’t 
‘lead with his kink, If a woman asks him what his in- 
terests are, mention it, but dial down the excitement 
level. These ladies deal with a lot of creeps, and it’s easy 
to scare them off. Basically: Be in the right place, treat 
the women there with respect, and get to know them 
as people first.” 


My ex-three-exes-ago was a cuckold. I swore I would 
never date another cuckold after he blew up at me for not 
cheating on him juuuuuust right. I was just a prop, and I 
came to hate him. I also hated you, Dan, because he raised 
the subject by giving me some of your columns to read. 
Fast-forward five years, and my brand-new boyfriend 
tells me being cuckolded is his ultimate fantasy. I literally 


CLASSIFIED 


started to cry. He held me, he apologized on behalf of all 
cuckolds everywhere, we laughed, and then he dropped it. 
He didn’t pressure me, and about a year later, we gave it 
a try on his birthday. It turns out my boyfriend—fiancé 
now—is much better at this kink than my ex was. He's 
open and honest, he communicates constructively, and he 
was willing to step outside his comfort zone to accommo- 
date my needs. (He wanted the other guys to be strangers, 
but I need to know someone before letting him in my body.) 
I have a regular thing with an ex-FWB, and sex with my 
cuck is frequent and hot. Things couldn't be better. So I'm 
not mad at you anymore, Dan! Allis forgiven! 


Cheating Happily Ever After, Thanks! 


Congrats on your upcoming wedding, CHEAT! And 
ALPHA? It would appear some vanilla women can be 
turned. 


I'ma straight woman who's about to cuck my man. 
We're trying to figure out if my first sexual encounter with 
another guy should be in front of him or not. He says he 
doesn't care; he’s excited either way. I am so nervous, but 
it’s a good nervous. We have been monogamous until now. I 
know you say to take it slow. But when it comes to cuckold- 
ing, does slow mean “Only kiss the other guy in front of him 
the first time” or “Tell him about the other guy I kissed”? 

On Him Watching Or Waiting 

P.S. It’Il be more than kissing either way! 


“Everybody’s different,” said FleeMarket. “There are 
guys who love being left at home while she goes out 
ona ‘date, there are guys who love being in the house/ 
hotel but not in the room, there are guys who want to 
be in the room watching or participating. But as far 
as whether you should dip your toe in or jump in with 
both feet, there is no ‘right way, only what’s right for 
you two.” 

That said, OHWOW, the reality of a partner sleeping 
with someone else for the first time—in front of you or 
not—can be a lot more intense than the fantasy, and 
you should definitely take things slow the first time. 

“There's the ‘baby steps approach, i.e., just flirting 
with or kissing the other guy (whether in front of him 
or not) and then seeing how he reacts,” said FleeMar- 
ket. “Or telling him that you slept with the other guy, 
when you really didn’t—just to see how he takes it. 
Then there’s jumping in with both feet and getting a 
hotel room and a few drinks with this other guy before 
taking both men up to your room.” 

Whatever you decide, OHWOW, FleeMarket recom- 
mends having a plan in place in case things/feels/dicks 
go wrong. 

“Use the traffic-light system,” said FleeMarket. 
“Things getting too intense? Say ‘yellow’ to slow the 
play down. Someone getting upset? Say ‘red’ to stop the 
play and all three of you can talk. It’s always better if 
everyone understands it’s okay to call a stop to play if 
you need to.” 


I just came across the word “wittol.” It means “a man 
who knows, condones, and even encourages his wife’s en- 
joyment of coitus with another man or men; a contented 
cuckold.” Considering the frequency with which cuckolding 
comes up and your influence on language, I thought you 
might want to know. 


He’s Expanding Lexicon Perpetually 


Discontent is a big part of the cuckolding kink, 
HELP, as cuckolds get off on feeling humiliated and 
jealous. So I’m not sure “wittol” quite works. But if 
the alt-right white supremacists succeed in making 
“cuck” synonymous with “race traitor,’ maybe cucks will 
switch to “wittol.” But don’t give up without a fight, 
cucks! 


On the Lovecast, when fathers come out to their 
daughters: savagelovecast.com. 


E-mail Dan Savage: mail@savagelove.net 
@fakedansavage on Twitter 
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FICTITIOUS BUSINESS 
NAME STATEMENT 

File No. A-0373167-00 
Fictitious Business Name(s): 
James Everett Media, 1307 
Gateview Ave., Unit E, SF, 

CA 94130, County of San 
Francisco 

Registered Owner(s): 

James Everett Johnson, 1307 
Gateview Ave., Unit E, SF, CA 
94130 

The business is conducted by: 
an individual 

The registrant commenced 
to transact business under 
the fictitious business name 
or names listed above on 
10/21/16 

| declare that all information 
in this statement is true and 
correct. (A registrant who 
declares as true any material 
matter pursuant to Section 
17913 of the Business and 
Professions code that the 


registrant knows to be false 
is guilty of a misdemeanor 
punishable by a fine not to 
exceed one thousand dollars 
($1,000).) 

S/ James Everett Johnson 
This statement was filed with 
the San Francisco County Clerk 
on October 21, 2016 
NOTICE-In accordance with 
Subdivision (a) of Section 
17920, a Fictitious Name 
Statement generally expires 
at the end of five years from 
the date on which it was filed 
in the office of the County 
Clerk, except, as provided 

in Subdivision (b) of Section 
17920, where it expires 40 
days after any change in 

the facts set forth in the 
statement pursuant to Section 
17913 other than a change 

in the residence address of 

a registered owner. A new 
Fictitious Business Name 
Statement must be filed 
before the expiration. The 
filing of this statement does 
not of itself authorize the use 
in this state of a Fictitious 
Business Name in violation of 
the rights of another under 
federal, state, or common law 
(See Section 14411 et seq., 
Business and Professions 
Code). 

11/3, 11/10, 11/17, 11/24/16 
CNS-2940719# 

SAN FRANCISCO WEEKLY 


FICTITIOUS BUSINESS 
NAME STATEMENT 

File No. A-0372820-00 
Fictitious Business Name(s): 


FREE DRY SAUNA 
W/BODY MASSAGE 


BLUE SKY HEALTH CENTER 


EN 
AYS 


(415)345-9793 
2558 GEARY BLVD 


BETWEEN LYON & PRESIDIO AVE 


SE CA 94115 


SFWEEKLY.COM 





Elevator Music, 601 Van Ness 
Ave #E431, San Francisco, 

CA 94102, County of San 
Francisco 

Registered Owner(s): 

Colin O'Leary, 601 Van Ness 
Ave #E431, SF, CA 94102 

The business is conducted by: 
An Individual 

The registrant commenced to 
transact business under the 
fictitious business name or 
names listed above on 9/22/16 
| declare that all information 
in this statement is true and 
correct. (A registrant who 
declares as true any material 
matter pursuant to Section 
17913 of the Business and 
Professions code that the 
registrant knows to be false 

is guilty of a misdemeanor 
punishable by a fine not to 
exceed one thousand dollars 
($1,000).) 

S/ Colin O'Leary 

This statement was filed with 
the San Francisco County Clerk 
on September 27, 2016 
NOTICE-In accordance with 
Subdivision (a) of Section 
17920, a Fictitious Name 
Statement generally expires 
at the end of five years from 
the date on which it was filed 
in the office of the County 
Clerk, except, as provided 

in Subdivision (b) of Section 
17920, where it expires 40 
days after any change in 

the facts set forth in the 
statement pursuant to Section 
17913 other than a change 

in the residence address of 

a registered owner. A new 


Fictitious Business Name 
Statement must be filed 
before the expiration. The 
filing of this statement does 
not of itself authorize the use 
in this state of a Fictitious 
Business Name in violation of 
the rights of another under 
federal, state, or common law 
(See Section 14411 et seq., 
Business and Professions 
Code). 

10/13, 10/20, 10/27, 11/3/16 
CNS-2934345# 


SAN FRANCISCO WEEKLY 


FICTITIOUS BUSINESS 
NAME STATEMENT 

File No. A-0372931-00 
Fictitious Business Name(s): 
Compupod, 2863 24th Street, 
San Francisco, CA 94110, 
County of SF 

Registered Owner(s): 
Compupod, LLC (CA), 2433 
Mission Street, San Francisco, 
CA 94110 

The business is conducted by: 
a limited liability company 
The registrant commenced to 
transact business under the 
fictitious business name or 
names listed above on 10/1/16 
| declare that all information 
in this statement is true and 
correct. (A registrant who 
declares as true any material 
matter pursuant to Section 
17913 of the Business and 
Professions code that the 
registrant knows to be false 

is guilty of a misdemeanor 
punishable by a fine not to 
exceed one thousand dollars 
($1,000).) 

























IOAMAIORM 
266 Sutter (5th Flr) in SF 


VIP Massage 
UlIM Lore MAU [elx-ye[e[— 
ac=\}am--a Or (-lo lala Roleresilola 


Beautiful Chinese, Japanese, & Korean Girls 


415-658-7886 


S/ Hugo Gonzalez, Manager, 
President 

Compupod, LLC 

This statement was filed with 
the San Francisco County Clerk 
on October 5, 2016 
NOTICE-In accordance with 
Subdivision (a) of Section 
17920, a Fictitious Name 
Statement generally expires 
at the end of five years from 
the date on which it was filed 
in the office of the County 
Clerk, except, as provided 

in Subdivision (b) of Section 
17920, where it expires 40 
days after any change in 

the facts set forth in the 
statement pursuant to Section 
17913 other than a change 

in the residence address of 

a registered owner. A new 
Fictitious Business Name 
Statement must be filed 
before the expiration. The 
filing of this statement does 
not of itself authorize the use 
in this state of a Fictitious 
Business Name in violation of 
the rights of another under 
federal, state, or common law 
(See Section 14411 et seq., 
Business and Professions 
Code). 

10/13, 10/20, 10/27, 11/3/16 
CNS-2933831# 

SAN FRANCISCO WEEKLY 





Software Engineer. San 
Francisco, CA. MS in Info Mgmt 
& Sys, CE or rtd + 3 yrs exp in 
job offered or rltd. Optimizely, 
Inc., 


Enjoy yourself! 

The finest CMTs 

& soothing technique 
in our private rooms. 


Body Massage 
Body Scrub 

Free Sauna 

Free Table Shower 


w/ Body Massage Only *45 


415-759-8577 


2450 Taraval St (SF) 


Free Parking 


EngJobs@optimizely.com 


Addapp Corp.- San Francisco, 


CA seeks a Product Marketing 
Analyst to Research mkt 
condition in local SF, regional 
CA & national U.S. areas, 
gather mkt research to 
determine potential sales 

of company technology, & 
create mktng campaign. Email 
resume to: Kouris@ 
addapp.io. Ref. PMA. 





SENSATIONAL MASSAGE 
| like to have fun, relax, 
and enjoy myself. Maybe 
you would too? Available 
days & evenings. 12 
Noon-12 Midnight. Incall/ 
Outcall. Offering 1 & 2-hour 
appointments. 

CALL: 415-435-7526 





SULLIVAN 
PROPERTIES, INC. 
West Maui's 
Affordable Condos. 


1,2, 3 Bedroom Rentals 


1-800-332-1238 


www.MauiResorts.com 





WEEKLY 
Call 415-314-1835 
or visit 
Sfweekly.com 





Jenny's Beauty Wovld 







3202 BALBOA ST 


OPEN 7 DAYS 
10:30AM - 10:00PM 


ORIENTAL NATURAL 


HEALING CENTER 


You get Exactly,60 minutes'Awesome 
Full Body,Massagey Not 45,0r55 


spd oX-Va (lure Molelmelal(e[Ul-mmrelite Mm Colite 
Style Hot Oil Shiatsu Massage 


(VIP Room W/Shower) 


2505 Judah St./30th, SF 94122 


415-566-6666 


7 days 10-10 
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BicensecdEiMedicaliDoctorsraKesenonjicliing) 


BEST PRICE e BEST SERVICE 


EDICAL MARIJUANA EVALUATIONS 


1855A Haight St. SF 
INSIDE AMOEBA MUSIC 


> 
(415) 831-1032 . 
gecsf.com 


=YNatenY£=1 be 












THIGH Aniry pHorehp Cards 


ONS * 





BEWARE! Some Clinics Comevand Go and\your 
Recommendation Will be Worthless 








\ new pati 
144 new p 


7A OPEN DAILY 
VERIFICATION | 1-/ 


(with this ad) 


ID CARD 


AVAILABLE 





VALIDATED SAM LEMMAS 


PARKING G@KEZAR www. Pricel 


, Don't Take Take a Chance. We are\the Oldest and Most Dependable) 
; Only Our|Doctors Will Support You in Court sat OurExpense if/Needed| 


2533 Mission ‘Street™ 
A'415°9 77.0" 2236)98San Francisco, Carosii10) 7 


Evaluations.biz 


Priceless Evaluations {a 


SA ab 


RaQ) 


from PN SN 4 Doctor 


— 
~ A MOST 
TRUSTED — 


y \ a ° 
WE - fase, 


gk Lenten Tews Cite 








MOM’S BODY SHOP [ 
Ve 0) 


TATTOO & PIERCING 


* Clean and Sterile * All Styles & Custom Tattoos * 
* Huge Body Jewelry Selection * 

* Open 7 Days a Week * Sun-Th: Noon-Midnight * 
* Fri-Sat: Noon-2am * 


(415)864-6667 www.momsbodyshop.com 


SS Se > - 


SS See a eee 







# 420MD.ORG 


Oekland 
2633 Telegraph Ave. #109 
(610) 832-5000 
Berkeley 












10AM-6PM - 


2565 | Telegraph Ave OPEN 7 DAYS | 
(510) 204.9699 


Use Code SF25 
for $25 off your First ! 
Delivery Order! 





BASA‘s new Organic Heirloom strains are grown locally and naturally, from Seed-to-Weed, 

and draw their medicinal substance from the soil, water, light and shade where they are grown. Bois stil 
delicious and powerful Heirloom strains are now available at $25 per 8th, the best | — 
bargain in the SF Bay Area! 





Currently in Stock: BASA Nova, Ripped OG, Sour Diesel and Cherry Pie! 


BASA® 


aloe BE Go Safe A eee oc e 
Fra sco’s Premium Ca abis Deli 


Delivery / 415 983 2998 
Dispensary / 415 409 1002 
1326 Grove Street, SF, CA 
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We Price Match 








18 lecabens 
in Northen Caoitorna 


RUN YOUR LEGAL 
AD WITH US! 


WEEKLY 


Call 415-314-1835 
or visit sfweekly.com 





GET LEGAL! : 
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